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Twin Falls, ldaho/90th year, No. 257 


Thursday, September 14, 1995 


C^od morning 

Today’s forecast: 

Sunny and extremely warm. Light 
winds. Highs 85 to 90 degrees. Lows 45 
to SS degrees. 
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Magic Valley 


What does he believe? 

Militiaman Samuel Sherwood isn't the 
sort of rigid demagogue who can't 
change his mind. 

Page Cl 

Spending limit sought 

An cfTort 'to cap money spent on prob- 
lems created by hydroelectric dams in 


The Northwest wouia leave lime tor ioa- 
1 ho . 

Page Cl 




Only two of the 27 player .representa- 
tives voted against a proposed six-year 
contract with the National Basketball As- 
sociation, putting the league on line to 
start its season on time. 

PageBI 

CSI moves up 

College of Southern Idaho women's 
volleyball club moved up a notch to meet 
four-year Albertson College in a diial 
match. 
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Mount Breitenbach 

Hansen mountaineer Mark Weber 
braved loose rock and slept in his clothes -■ 
on a recent ascent of Idaho's .nnh«high- 
estpeok. 

: ' -PsgffOl — 


Burley escape makes 5 
for federalcon Martin 


By Jeonifer Bunch to vault the Jail’s 

and Liz Wright lO-foot, borbed- 

Timcs-Ncws writer wirc-topped cement 

■ waits. 

BURLEY - Tliough clossined as on es- A neighbor re- 
cape risk, convicted bonk robber and four- ported lote Tuesday 
time escape artist Thomas Oavid Mdrtip afternoon .(hat she 
was treated like any other inmate. thought she saw two 

In fact, it took at least 14 hours for jail- men jump the jail 
ers to notice' Martin' and' another inmate "wall Monday night, 
were missing from the Mini-Cassia Jail Cossia County' 
Tuesday. ' ShcrifTBilly Crystal 

Sometime t«fore 1 0 p.m. Monday, M^- Mid- 


tin boltcd tOr hislilth time — this lirno wiih 
, L.onnie Ray .Wiscman, 27. Both are con- 
sidered unpredictable and dongerous. 
They're the first escapees from the jail 
builtinl991. 

"(Martin) is pretty elusive, 1 hope they 
get him," said Pablo Sedillo, chief of secu- 
rity for the Santo.Fc, N.M. jail. 

— ^Authorities-say-Wiaenion-may-have- 
shorted out an electronically controlled 
lock on 0 fire exiL which allowed the pair 


Another witness Martin . 

spotted ihe_mcn at 

Circle IC Food Store a couple of blacks 
south of the jail about 10 p.m., Crystal 
said. They were reported to be wearing 
their orange or brown jail uniforms, minus 
their shins, which were found on the lawn 
of a house neighboring the store, he said. 

— Tho-mon-wcrcnU-mj&Kcd-ai-iho-jail-until— 
lunch time Tuesday. Monin, 36. and Wise- 
man had stuffed their beds with books and 



pillow cases, and 
the beds had not 
been checked ade- 
quately by jail secu- 
rity, Crystol said 
Wcdnc.sdoy. 

The esedpe 
caused the dis- 
missal Wednesday 
of a Twin Falls cose 
in which another in- 
mate allegedly gave 
.Martin-severaLbun-. 


Wiseman dred dollars last 

-- '"''Intc'’ |tL_thc Twin 

Falls County Jail to kill an ex-gfrlfriend. 
The slaying was never committed. 

Martin's skin displays tattoos of yvomen 
and nowers, and a scar from where a Twin 
Falls gun dealer shot him in the buttocks 
during a burglary last yciir — a rare in- 
stance in-whichManin didn't escape. 

Lost week. Martin wd!> transported back 

Please see ESCAPE/A2 


Fair 

manager 

quits 

under fire 


By Fraztk E. Lockwood 
Timcs-Ncws writer 

TWIN FALLS - Twin Foils County.- 
Fair Secretary-Manager Cindy Dc- ~ 
money quit her Job Wednesday, less 
thun 24 ho urs nfle r Fiiir Board mem- ~ | 


■Flight of fency' . .. 

Columnist Peicf Page takes a hike In 
the South Hills and, once ogain, winds 
up humbled by nature’s endless variety. 
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Opinion 


IHbe VS. tribe 

When the world pptimistically hoped 
justice would triumph over evil, the 
world underestimated evil, today's edito- 
rial says- . 
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A minor increase 

Consumer inflation barely rose in Au- 
gust, but analysts think the Federal Re- ' 
serve will not cut interest rates soon. 
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Nation/Worid 


Caish limit loses 

Considering welfare reforms, the Sen- 
ate votes down o push to deny, additional 
cosh payments to single mothers who 
have more children. 

Page A3 

Golden right 

--The-right-to-silcnce, embodied in the • 
FiftJi’ Almchdmcnt to the U.S. Constitu- 
tion, has been around for a long time. 

rage A4 

Embas^ attacked 

A rocket-propelled grenade hits the 
U.S. embassy in Moscow but causes only 
minor damage. 

‘Page AS 


A job for the birds 




bers demanded her resignation. 

The Twin Falls County F oir and -I 
■RSdeb Bdbrdrrhccting'ih executive *' 
session for its annual personnel re-. ' 
view, cast a unanimous vote of no . 

confidence in ! 
Dcmoncy. She 
was placed on 
l -i m m c d i ale. 
leave with 
pay. und told 
her to step 
down by 5 
p.m. Wednes- 
day — or be 
terminated. . 
Demoncy will ; 
be paid for the 
rest of Sep- 
Demoney tember. and 
..will be allowed to .remain at JicE-foirr.. 
grounds residence until Oct. 3 1 . 

Fair Board Chairman Terry Cum- 
mins sold board members are looking 
for "a difTereni direction, a difTcrent 
approach'.' from the next foir manager. 

, Board members heard complaints 
from community members about 
management of the fair and fair- 
grounds. Cummins said. 

Tuesdoy, Filer resident Lorie Kruse 
presented county commissioners with 
petiti ons seeking Dcmoncy's re- 
moval. About 300 residents had 
signed the petitions, according to 
' Please see FAIR/A2 


It Is orle of Larry Moss’ most agonizing Jobs; That is repairing the havoc wreaked by birds on the Intricate 
Wiring Inside.the slgn^ over the Turf Club In Twin Falls, he said. He Is a Lytle Signs employee. 

Batt says nuclear waste deal possible 
despite federal demands for changes 
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The Associated Press 

BOISE — Gov. Phil Bon .was optimistic 
Wednesday that a deal could still be struck 
to resume radioactive dumping in Idaho 
despite the Clinton administration wonting 
significant changes in the proposal he orig- 
inally offered. 

Ball said Assistant. Energy Secretary 
Thomas Crumbly indicated ihe administra- 
tion is willing to discuss the key. points in- 
disputc "and (he negotiations will continue 
from here." 

“We should be able id determine in the 
next day or two whether we can reach on 
agreement,” Batt. said. “1 believe wc. con 
reach an agreement." 

Although refusing to be specific, the 
-govemor said the Energy Deportment’s 
counterproposal calls fbr substantially 
more than the 96<8 new waste shipments be 
would accept in return for a court-enforced ' 
guarantee t^t all high-level and mosLlow- 
Icvel waste be removed from Idaho by ’ 
2036. 

And among those addilionol shipments. 


he said, i^ waste from commercial nuclear 
plants, which Batt ho$ vowed the state 
would never voluntarily accept. 

The Energy Deportment has also pro- 
posed to seriously weaken the scheme to 
enforce the dcodlinc for removing waste 
from the state — o $l00,000-o-day line, 
adjusted for inflation, beginning on Jan. 1, 
2036. and accumuloling until all the waste 
- is removed. — 

In addition, there remained some dispute 
over the federal government's commit- 
ments under prior agreements for waste 
cleanup at the Idaho National Engineering 
Laboratory — commitments opparentiy 
dcotiog with the schedule for solidifying 
millions of gallons of highly rodiooctivc 
liquid waste now stored in enclosed vats in 
Urc ground. 

"I’m not saying these arc insurmount- 
able in any way,’* the governor said. “But 
they arc substantive.’’ 

' Bott has said he would make minor ad- 
justments but no substontive changes in 
the I l-page deal he called his final best of- 
fer when he presented it to Gnunbly two 


weeks ago. 

Although the vast majority of Idaho vot- 
ers arc opposed to any new waste storage 
at Uic INEL, Ban pursued a deal when it 
became obvious to him that eventually 
Congress or the fcdcrol courts will ignore 
Idaho’s objection^ and mandate resumed 
dumping. 

'With a deal, he has argued, the state can 
at least limit n^w.waste shipments and sc-, 
cure guanintecs that all waste at INEL will 
be cleaned up, its potential environmental 
hazard neutralized and eventually re- 
moved. 

His proposal at 968 shipments — 97 
tons — covers less than half the shipments 
the Energy Department wants to dump at 
the INEL, where 261 tons of high-level 
waste and millions of cubic feet of low- 
level waste is already stored. 

The renewed state-federal negotiations 
came as attorneys for the Navy told a 
three-judge federal appellotc panel in Seat- 
tle that Idaho's refusal to accept new 
waste, buttressed by a federal court order, 
Please see NUCLEAR/A2 


Idaho siege 
puts focus 
on FBI lab 


TheWaahington Post ' 

■ WASHINGTON — The FBI. dircady 
grappling with a probe of possible crimi- 
nal misco'nduct by senior bureau officials 
in the Ruby Ridge incident, Wednesday 
acknowledged that the Justice Department 
is investigating complaints Uiat workers in 
the bureau's crime lobomtory have offered 
misleading or fobricated evidence in a 
number of major criminal cases. 

The allegations were made by supervi- 
sory special agent Frederic Whitehurst, 
who has complained to his FBI superiors 
that lab work has been sloppy and that in 
some cases conclusions were altered to- 
help the government's case. He aired; 
some of his concerns publicly on Aug. 14; 
as 0 wiincs.s in a New York bombing con^: 

_ spiracy cosc. ondjiow.is'bcmg sought asa;.. 
defense witness in the O.J. Simpson mur- 
der trial in an attempt by Simpson'.^- 
la\vyers to cast doubt on the quality of lat^; 
oratory analysis llie FBI performed in the’ 
case. 

The FBI Wednesday said it was taking* 
Whitehurst’s allegations seriously. But id; 
a statement, the bureau said it has recently^ 
reviewed lab work in more than 250 cascs- 
and "to dote the FBI has found no cvi-.' 
.dcncc of tampering, evidence, fabrication,; 
or failure to report exculpatory cvidcncc.r.; 

. Any finding of such misconduct will ro^; 
suit in tough and swift action by the FBIT; 
The FBI release docs not address spccifit; 

Please see LAB/^^ 


Agients’ tape shows Gem rancher aggressive^ 


■ The A gaocialed Preaa 


SALMON — ^ The three armed federal 
agents who. tangled' with 74-ycaf-old 
Salmon rancher Eugene Hussey on March 
' 8 were packing more than guns. 

' They also had a tape recorder. 

A transcript of the taped confrontation 
obtained by the Post Register in I^aho 
..Falls throu^ihc. fcdcrol Freedom of Itifor-., 
motion ^Act shows tKc U.S. Fish and 
Wildlife Service agents were mostly calm 
and professional during the exchange with 
Hussey on his ranch, south of Salmon. 

llic officers wcre.investigating the. death 
of a wolf that was shot on Hussey’s prop- 


_erty. shoctly-ancc.bciog. released Jn.ccntml 
"Idr&id. ■ 

The transcript shows Hussey acted as the 
aggressor and was far from the helpless old 
man portrayed by, politicians critical of the 
investigation. ■ 

it reveals he called the agents obscene 
names and "big federal turds," ond tried to 
pelt the men with rocks.' 
-■Husscycallsthclopephoriy. • 

The incident drew national attention 
wh^n- conservotives used what they 
thought happened os an example of ex^Sr . 
sive federal force. Republican Congress- 
man Helen Cheiioweth; who represents 


.northern Idaho, convened a.hcaring. on that, 
issue ot which she bawled out federal 
agents.' 

Lemhi County sheriff Brett Barsaibu 
called the federal investigators’ tactics 
"heavy-handed and dangerously close to 
the use of excessive forefc." Lemhi County 
commissioners protested their “high-hand- 
ed actions." and Republican Sen. Larry 
Craig snid what they did wos “inexcus-. 
able.” 

The ogents initially bit their lips, then 
called Hussey the aggn»sor. 

“I think the transcript ... shows that we 
acted professionally and tried to settle him 


. down as much.as.wc.couId,!!_Xom Ril^.t_ 
one of the three ogents involved in the in-! 
cident, said Tuesday. 

The agents arrived on Hussey’s property: 
with metal detectors and a scorch warrant 
to look for the bullet that killed the wolf in; 
late January. The.animal hod been brought 
to Idaho as part of the government’s con-i 
trovcrsial wolf reintroduclion plan. It was; 
found dead on Hussey's property lying; 
next to a partially eaten dead calf. 

Hussey, who fiercely denies .any partiir 
the wolf killing, discounted the tape after 
excerpts from the transcript were read to 
him over the telephone Tuesdoy night. 

Please see RANCHER/A2 
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Weather 


IDAHO Weather 
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Idaho forecasts 


NATIONAL Weather 


Magic Valley 

Sunny ond extremely warm today. Htghs SS to 90. Light 

winds., Toaight-clmr. T.owa-45-to-55.-Ffi«Uy partly ploudy 

and extremely warm. Isolated late anemooa dry ilOmder* 
storms. .Highs 85 to 90. 

The ultraviolet index forecast is 6. a moderate exposure 
level. 

Extended regional forecast 

Saturday and Sunday portly cloudy with a slight chance of 
showers and thunderstorms. Lows in the lower 40s cost to the 
middle 50s west. Highs in the mid-'to upper 80s. 

Monday partly eloudy with o slight chance of showers and 
thunderstorms. A little cooler. Lows 40 to SO. Highs 75 to 85. 

Wood River Valley 

Sunny today. Highs in the lower 80s. Tonight clear. Lows 
oround 40. Friday partly cloudy. Highs in the lower 80s. 

Treasure Valley 




Sunny and hot today with near record high tempenturcs. 
Higlis in the mi<l‘90s. Light winds. Tonight clear. Lows in the 
50s. Friday partly cloudy ond hot. Near record high tempera* 
lures. Highs 90 to 95. 

Northern Nevada - 


"nie AccuWeather*forec^t for noon, Thursday. Sept 14. 



FROUTSi 
C OLO WARM 'STAVONARY 


e 18P5 AecuWBittnf, Inc, 


E3 E3 S -O ;£li 


Mostly sunny this, morning becoming panly cloudy during 
the oRetnoon. A slight chance for aHemoon showers and 


Temperature extremes 


National temperatures 

MOX , . Min P«^ 

Albuquorquo 66 62 ■ 

Atlanta 64 67 

Boston 76 63 

Chicago , 63 63 

Oollas 65 68 .69 

Oonvor 64 62 

Ooa Molnos 90 56 

Dotroli 84 69 .02 

Honolulu • 91 73 

Houston 95 .-72 

Indlanopolls - 85 63 

Konsaa City 85 58 

LasVogoB 101 70 

LosAngolos 91 ; 70 

Memphis 91 72 

Miami Booch 87 81 

Mllwaukoo 64 64 

MInnoapolis 63 57 

Now Orleans 89 70 .14 

Now Yofh 82 68 

Oklahoma City 87 64 

Omaha 89 58 

Phoonlx 107 • '66 

Pittsburgh 80 66 J 5 

Portland. Mo. 75 56 - .02 

Portland, Oro. 88 56 

Reno 91 ‘ 44 

St. Louis 86 68 

Salt Uko City 66 52 

Son Frandsco 66 58 

Soattio 78 S3 

Spokano 79 51 

Washington . 91 68 .10 


Almanac 


Idaho 


Twin Falls 


Boiso 

Burloy 


Fnirfiold 

,.Good(ng_ 


Hogormon 

Idaho Falls 

Joromo 

Lowiston 

Malad 

Molta I 

McCall 

Pocatallo 

Solmon 

Slanloy 

Sun Valloy 


Max Min Pep . Max Min Pep 

90. 52 Yoatofday 65, 40 

89 46 Lost year 66 44 

63 34 Normal 81 43 .03 

83 39 Month to dots; .01 

64 52 Normol mo. to dais: .31 

69 55 Water yoor to dolo: 15.56 

88 37 Normal yoanto dais: 9.87 

8^ M ..... Comfort factors • 

67 40 Humidity ot noon: -41pct.f 

82 32 Baromolorol noon: 30,22 S 

80 27 Pollon count: 77; sagobrush . 

78 39 (high). 


thunderstorms west. Highs irbm the tower 80s to 
Tonight cleor skies. Lows in the upper 30s- to near 50. Friday 
0 slight chance of anerhoon ond evening thunderstorms. 
Highs neiiA 80 to lowef 90s. 

Northern Utah 


Idaho: .High. 93 degrees at Caldwell. Low. 27tlegrccs at Stanley. 

'Nation: High. 1 14 degrees at i Dermal. Cant. Low, a degrees orWridSUITMontr" 


Fire danger index 


For up-to-the-minute weather information 


Sunny today and Friday with continued warm days and fair | 
It night. Highs in the mid- to upper 80s. Lows in the mid*50s. 
The ultraviolet index forecast is 7. a high exposure level. 


Today's flrcllanger index for 
southom Idaho: — ^ j 
For forest land, higir 
For range land, very high. 


Be careful with lire. 


Idaho weather summary 


Skywatch 



Sunset today 7:50 p.m. 

Sunrise tomorrow 7: 1 8 a.nt. 

Lunar phase: Full, Sept. 8; Insiquoner, 
Sept. 16; new, Sept. 24; first quarter, 
Oct. 1. 

Visible ptanets: Morning. Saturn. 
Evening: Mara, Jupitor, Moreury. 


A dry wentlier pattern persisted across -Idaho Wednesday, 
a.s a large ridge of high pressure over the western United 
States continued the pattern of dry and sunny weather across 
the Gem State. • 

Temperatures were generally in the upper 70s to upper 80s 
at midaflcmoon as reading warmed from morning lows in the 
30s and 40s at many lower elevation locations. Minimum 
marks in mountain areas were near or belOw freezing level os 
well, following 0 trend across the entire West 
Winds were light across the entire state. 

Although a few clouds developed over the mountain 
ranges of central and southern Idaho, there were no nrporisof 
rainfall from any reporting station around the entire stole. 

Summer will fade into autumn with the arrivol of the 
equinox on Sept. 23, when the sun crosses the equator and 
days and nights ore of equol length. 


Northeast welcomes rain as West feels late summer nip 

The Associated Press 


'I^ere was o nip in the air in the Western mountains 
Wednesday, while rain fell m the drought-ridden Nonheosi. 

Thunderstorms persisted in soulhwcsiero Texas, with 
some brief locally heavy rainfall. From midnigl^l to midafter- 


noon, up to 1.5 inches fell in the Dallais-Fort Worth area. 
Tuesday night. 6 to 7 inchca fell in ports' of northern ond cen- 
tral Texas. • , 

There were more storms ninibllng through western and 
central Tennessee, with I to 2 inches of rain and localized 
flooding in some couniin. ^ ' 

In the Atlantic. Tropical Storm Marilyn was oboui 200 
milra east-southeast of Barbados'and headed west . 

High pressure brought elear, dry skies to the Western half 


of the country, while morning lows dipped below freezing in 
the Sierras, the Rockies ond the Great Basin. 

Badly-nceded rainfall was sweeping the Northeast, with 
showers from New England to the Ohio Valley.and middle 
Atlantic Coast. 

High pressure was forecast to keep the West clear, ihougli 
the Southwest could see isolnled thunderstorms. 

Those clear skies could also bring freezjjig temperatures 
to higher elevations from the Sierras and Cascades into the 
Rockies. 

Low pressure in the central states was expected to trigger 
some locally heavy showers and thundentorms. mainly in 
central and southern Texas, the Gulf Coast into Florida, and 
ocross the Tennessee Volley. 

Lighter showers were likely to spreod through the lower 
Creot Lakes and ocross Northeast, 


Escape. 


Nuclear. 


Fair. 


Continued from A1 
Id the Magic Valley from a'Col- 
orado federal prison, where he was 
doing time for robbing a New Mex- 
ico bank and trying to steal guns 
from the Blue Lakes Sporting 
Goods Store in Twin Falls. 

. Martin had been considered an 
othcr>vi.te model, inmate in the San- 
ta Fc Jail, -where he had reportedly 
escaped three time.s. Once, he 
wooed a female guard into helping 
him and another man break through 
the roof, Sedillo said.' 

When he escaped Monday, Mar- 
tin was in Burley jail waiting to tes- 
tify in the Twin Falls County ca.S(7 
against Jack David Peel, who is 
charged with murdcrsolicilalion. 

In both Twin Falls and Mini-Cas- 
sia, jail olTicials.kncw Martin was a 
security risk but placed him in a 
normal coll block with five other in- 
mates, Last week, Twin Falls Coun- 
ty Jail wa.s too .crowded to place 


him-atone in segregation,. said Lt._. 
Bill Thomqucst of the Twin Falls 
County Jail. 

Wiseman was in joil^waiting tri- 
al in connection with a 1994 armed 
robbery of Smith’s Food and Drug 
in Burley, and is wanted in Ken- 
tucky, 'Indiana.. Ohio and Utoli.on. 
armed robbery charges, 

Wiseman also is charged with 
robbing Swenson's grpeety store at 
gunpoint in Rupert in August 1994 
after locking employees in a freez- 


Martin accepted money from Peel 
in the Twin Falls County Jail to en- 
sure that Peel's ex-girlfricnd was 
killed, said Twin Falls County Pros- 
cculor Richard Bevan. 

Pccl^ cx-girlfricnd is probably 
not in danger, BeVan said. Martin 
sent part of the "hit." money to his 
parents In Santa Fc. ' 

"He is doing essentially what he 
has been doing all along, scamming 


pcppje,^^van j|«id.J^Bcc.auseJf 
didn't tifke (PccT’i) money, some- 
one else “would.” ' 

Peel is charged with kidnapping^ 
the ex-girlfriend last September, 
then shooting heriin her arm as she'. 
tried to 'flee. Thfit trial begins 'on 
. .Hallowccn..OncoMaitin.i8 reairest-. 
ed, Bevtm will refile the charge of 
murder solieitatloni ogoinst Peel, 
Bevan said. 

'U.S. Marshal James Benbom in 
Boise said Wednesday his office is 
ossisting investigators in efforts to 
find Martin and Wiseman and help 
investigate the escape. 

According to Cfystoi. invcsiiga- ' 
tors arc looking into a lead that the 
men may hove been headed toward 
Pocatello. 

Bonnock County Deputy Prose- 
cutor Mark Murphy, where Wise- 
man faced multiple criminal 
charges lost year, said Wisemon has 
several friends in Pocatello. 


Continued from A1 


Continued from A1 


Rancher. 


is jeopardizing national security. 

Justice Department attohicy John 
.Bryson told the panel that the court ban 
W neW shipments'/'keeps the .Wavy , 
-Irem caip'ihg out a vital pari of its ,dcr 
feftse mission” bcca.use it is delaying ■ 
'OS'rerosiiKgbf lhcnuClear'nircrnft''car-"‘ 
.rier USS Nimitz ond the defueling and 
inoctivation of a nuclear cruiser -and 
five nuclear submarines. . 

The Novy claims it needs to dump 1 2 
shipments of waste ot the INEL imme- 
diately. followed shortly by another 12 
to keep those activities on schedule. ' 

Sut state Deputy Attorney General 
Nicholas Krcma claimed it was proper 
to keep the court bon on new shipments 
in place pending a rcsolution.of the 
stale’s challenge to thcTederal conclu- 
sion tbot more waste could safely be 
dumped at the INEL. 

And afrer the panel took the issue 
tinder advisement, Krcma pointed out 
that when a deal is cut for voluntary re- 
sumption of wostc shipments the legal 
debate becomes meaningless. 


Twin Falls County Commissioner 
Dennis Maughon. 

...In a letter to The Times-News, 
Kruse described the fair monoge- 
ment 05 l*uricooperative, surly and 
somedmMjiat downri^t mde to 
.exhibitpr8„paiticipants, civic.or.-... 
ganizatiop8,.ethpIoyees and vol- 
unteers.’' ‘ 

-Board members were also con- 
cerned oboutlhc loss of two major 
events - the Idaho High School 
Rodeo. and the Miss Rmco Idaho 
compeiition. 

The high school rodeo left Fjler 
in 1994 after nearly 20 summers 
there, and Miss Rodeo Idaho is re- 
locoting in 1996 after nearly 30 
yeors at the Twin Falls County 
Foir. 1 

Miss Rodeo Idaho officials said 
there had been complaints about 
the woy the contestants’ parents 
were treated at the competition. 
And high school rodeo supporters 
complained about the fair’s mon- 
agement. 


_Bui_alI th_e reviews weren’t neg- 


otive. In 1993, The L,os Angqles 
Times ranked the Filer fhir among 
the nation’s Top 10 rural festivals. 

Tlie board is'seorahing for Dd- 
money's replacement and hope^ 
.to nil the post within the next 60 

'days. ' 'I 

^Demoney, a Buhl native, KaU 
manogedthe fair since 1989.'earif- 
ing about S2S.OOO in hcrlast-yeor.. 

Wednesday, she expressed Vp 


bitterness. “I just really cnjoycjl 


working with the people and gej 
ting to know the people 1 got' to 
work with," she said. ' , • 

As for the. future, Demdnc^ 
says she plans to tokc some vaca- 
tion to '“give myself time to ‘think 
and make good decisions.” 

Twin Falls County Commis- 
sioner Dennis Maughon said he’s 
sad that Demoney must go. But 
the fair needs "a new direction 
with a person that con handle tlw 
public relations skills that this job 
needs." 


Continued from A1 
■*i think it’s bull,” he said. 
"Therc’-s things they’re saying there 
that I know they didn't.” 

The agents said they kept their 
tape a secret in cu.se they needed it 
-to defend -ihcmsclvc.s in court. It 
only became available to the public 
after they closed their investigation 
earlier this summer without finding 
the bullet or determining who shot 
the wolf. i 


The transcript sho^^ u foul- 
■ ■ ” tdy tc 


mouthed Hussey ready to brawl 
when the agents presented him with 
the warrant. 

"Here. Take it. This is your copy 
sir,” agent -Steve Magonc told 
Hussey as he waded across a stream 
to hand Hussey his warrant. 

"I don't have to take a (expletive) 
thing. Only from the goddamn shcr- 
ifT,” Hussey replied. “Nobody’s do- 
...ing.a (expletive) thing ’til he gels _ 
here.” 

At that point Hussey was to.ssing 
rocks at Magonc. 


“Don't hit me with rocks, Gene,” 
Mugonc said. He carried the 
recorder in his coat pocket and on 
the tape rocks could be heard hit- 
ting the ground. 

"1 can hit ya on my (expletive) 
propeiiy.* Gdddamri you,” Hussey 
said. 

On Tuesday, Hussy admitted 
throwing a rock but, *'I to.sscd the- 
rock slow-pi(ch.,rvc got arthritis in 
my arm. I can't to.ss overhand." 

The tape shows the agents at 
times became rattled as they tried to 
calm Hussey down. At one point 
agent Paul Wcyland chided Hussey 
about the possibility tlmt his ranch 
is subsidized by the federal govern- 
ment. 

“You live in the United States. 
You know, if you don’t like this 
why don’t you move to Russia. 
Why ddri’t you move ybur'butfto 
Russia?” Wcyland said. 

Hussey said it was Wcyland who 


riled him. 

"He was the lipper,” the rancher 
said Tuesday. "When o guy colls 
me a subsidized farmer. I’m abused 
vcrbolly.” *• 

Riley said Wcyland said those 
things'to distract Hussey from at- 
tacking Magonc, who was standing 
nearest the rancher. 

“Paul knew this was being 
taped,” Magonc said Tuesday. "He 
was trying to distract Hussey from • 
swinging at me." 

-But the transcript olso shows 
there were lighter moments' during 
the roughly 15-minute exchange. At 
some points' the men loughed to- 
gether and talked obout constitu- 
tional law and federal policy while 
waiting for the sheriff before con- 
tinuing the investigation. 

Tempers flared again after the 
sheriff arrivcd."Qut by that lime" 
Magone had turned the tope 
recorder off. 


Lab- 


Continued from A1 

t raised by Whitehurst. 


The cpidlity of the FBI’s loboroto- 
ly work also come under harsh criti- 
cism in on iodcpcndenl Justice De- 
partment task force review of the 
Ruby Ridge case, in which the con- 
duct of senior bureau officials is un- 
der scrutiny by federal prosecutors. 

-The report cited problems-wiih- 
thc FBI lab as one of many impedi- 
ments in the government’s prosecu- 
tion of Idoho white separatist Randy 


•Wco upr fo r the 1992 murder of a 
J.S. mD^hal. 


U.S. ihaiishal. Weaver was acquitted 
of the charge in a case severely 
hampered by lack of FBI coopera- 
tion, the task force found. 

Shortcomings in the FBI lab’s 
work were an issue in the Ruby 
.Ridge jsontrpwray and pnrt.pf.the. 
reason a federal judge in that cose 
castigated the bureau for exhibiting 
"a callous disregard for the rights of 


the defendants and the interests of 
justice." 

The judge, Edward Lodge, made 
- that finding-after the acquittal of- 
Wenver. 

Prosecutors in the Weaver case 
expressed disappointment in the 
FBI’s lab work ond eveptunlly hired 
private experts in shooting rccon- 
—stntctionrwound-ballistics and met— • 
ol detection. i 

- The prosecutors told the Justice 
Department task force that the FBI 
lab was "unwilling or unable to pro- 
vide assistance” In those areas of 
expertise. Yet the task force found 
that “nothing by the indepen- 
dent exominvs fell outside the 
FBI’s expertise.” 

In reviewing the FBI la'b’s work 
.injhe Ruby Ridge case, a Justice 
Deportmeut task force said that if As 
penormonce was "typical of high 
{ripnie homicide coses involving the 


death of a federal law enforcement 
officer and two citizens (Vicid and 
Sammy Weaver), wc wonder obout 
the response to-matters of-less-im- 
portancc.” 


Idaho lottery 


— BOISE-(AP) — Winning-mimbcm- 
drawn Wednesday in the Powerball 
game are: 

INI9-31-32-39; Powerball 9 
(eleven, nineteen, thirty-one. thirty- 
two, thirty-nine; Powerball nine). 

Estimated jackpot: S5 million. 


BOISE (AP) - Winning numbers 
drawn Wednesday In the Tri-West 
Lotto game arc; 


!-2t 1-^-20-24-27 (one, ^o, fo|ir- 


teen, twenty, twenty-four, twchty 

seven). j. 

Estimated jackpot: $275,000. 


Circulation 

Allen Wil-ion, circulation director 
Circulniion phone lines are open be- 
tween 7 and 10 a.m. only, IT you do not re- 
ceive your paper by 7 a.m., eall ihe number 
. for your area: 

Jcrome-Wendell-Goodinfi-Hagerman 

535-2535 

Burley-Riipen-Paul-Oakley 
678-2552 , 

Ouhl-Castlelbrd 
■ 543-4648 

J-iler-Rogerson-Hollifter 

326-5375 

Twin Falls and all other areas 
- 733-0931 


p.ni. weekdays. To report late news and 
tporu mulls alter 5:30 and on weekends, 
call 733-0931. 


' Advertising 

Fcier York, sdveilising direcior 
If you wish to place an advertisement, 
call 733-0931. Classified ads. call 733- 
P^3I Monday through Friday from 7 a.m. 
uhiil 3 p.m. and Saturdays from 7.a.m. until 
10 a.m. Information on display ods ia avail- 
able wcekdayi^only. For the Uurley ofTice,' 
call 677-4042. 


and Sunday S4.00 per week; dally only 
S3. 50 per week; Sunday only $2.50 per 
week. Out of slate rales: daily and Sunday 
S5.00 per week; daily only $4.00 per week; 
Sunday only $3.00 per week. Sales ux in- 
cluded in all above rates. A StS.OO charge 
will be levied for all reruroed checks. '■ 


Mail infonnaiion 

The Times-News (UPS 631-080) b puh- 
Hshed daily at 132 Third St. W., Twin 
Falls. Idaho, 83301, by Magic'Vatiey 


■News 


Clvk 1 

Ifyoubaw ■Bewi.t^of wSh'^taUc'ib 
' aotneone In the ^torioJ. deportment, call 
733-093r.beiw««a-IO:00 o.irt. qnd 5:30 


Suboeripilaa rate* 

Home delivery: daily and Sunday, 53,15 
per week; dally, $2.50 per week; Sunday, 
'$2.00 per week Mail subscriptions must 
paid in advance and are available only 
where ca^cr delivery is not maintained, 
tocarraiesrdiily dnd'SunBsy, '$3 JO' per" 
week: dally only $3.00 perweek; Sunday 
only $ 2:25 per week. Idaho rales: 'dolly 


: Twin Falls by The Times-News. 
city and county newspaper pursuant to Sec- 
tion 6C-I08 of the Idaho C^e. Thuisdoy'ls 
hereby designated as the day of the 
on which legal notlcet will t^.publiihed- 
Postmastcr. pleaie send change of ad- 
dress form to; P.O. Box 548, Twin Falls, 
•1^83303;- 
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Nation 


Plump may be pleasing, but 
study says it’s not healthy 


Senate move keeps aid 
for some children intact 


BOSTON (AP) — Being even a 
little bit plump is bad for your 
health, a major ntvV«tud» of 
American women found. ' j ' 

Health experts hove long recog- 
nized the hazards of true obesity, 

; but the new research from Horvard 
Medical School suggests that even 
love handles are a bad thing'. 
Indeed, within reason, it appears 
that thinner is always better. 

"It’s a fairly simple message,” 

. said Dr. JoAnn E. Manson, who 
directed the study. "Even mild to 
moderate overweight is associated 
with a substantial risk of premature 
death.” 

Federal weight guidelines, 
which have been criticized as too 
liberal, say women over age 35" 
who are 5-foot-5 can safely weigh 
between 126 land 162 pounds. But^ 
the new research su^csts' that any- ' 
thing over 1 1 9 is too much. 

In fact, at middle age, the aver- 

between ISO and 160 pounds — 
'runs a 30 percent higher risk of 
'death than that of someone her 
height who weighs less than 1 20, 
Manson and her colleagues con- 
clude. 

'* The lowest death rate is among 
women who arc at least IS percent 
Dclow the average weight tor pco- ~ 
pie their height, Manson said. 

Manson cautioned that the new 
data should not encourage people 
to abandon common sense and 
become anorexic thin. And smok- 
ing to stay thin is clearly a bad 
gamble, since skinny smokers have 
on increased risk of death. 

The researchers estimate thok 
weight is to blame for one-quarter 
of all deaths among middle-aged, 
women. If the findings apply 
equally to men — and the' 
researchers believe they probably 
do ~ that adds up to 300,000 
weight-related deaths annually in 
the United States. 

Manson said this makes weight 
second only to cigarette smoking 
-as a couse of untimely deaths 
among Americans, 


.Do you weigh more than 
■ whal'8' good for’ you? It 
dependa on your body-mass 
' Ind^-' . 

A study In today’s New 
England Journal of Medldrie 
concludes: that thinner la 
usually betteh'.But figuring 
out where you' stand . 
requires calculating a alrigle' - 
number 80 that those with 
different heights can be ' 
compared. 

-This number, called the 
body-mass index,' la your 
weight In kilograms divided : 
by ms square of your height 
In meters. ' , ' ' . 

Here's how you figure It 
l^ut:-Flc8t^multIply-.your- - 
"weight lii pounds by .45 to 
get Kilograms. Next convert 
your height to inches. 

. liaumply-tnla.-numb.ec- by_. 
.0254 to get meters. Multiply 
that number by Itself. Then 
divide this Into your weight in ' 

' kilograms. .. 

. .¥our answer .will, probably 
be a number In the 20s or 
’ low 308. lt Is yoUr body? 

" mass Index.' . • 

The st udy found that mld- 
>dle-aged women whoee 
body-mass Indexes were' • 
l>elow'19 had the lowest risk ' 
of death. 

■. For -sn Index between 19' . 
and 24,9, -It:w88'20 percent'.'' 
higher. ' ^ ■ • : ' . ' 

Betweeri 25 and 26.9, It 
was 30 percent higher. 

Between 27 and 26.9, it 
' wse 60 Mioent higher. ' ' 

' Over 29, It was double. 


The report suggests that weight 
kills largely by increasing the risk 
of heart attacks and cancer, espe- 
cially cancer of the colon, uterus 
.and breast. In the study, nearly 
one-third of the cancer deaths 
among the middte-oged women 
were due to being overweight. 

“Tltis is a good study that 


demonstrates Americans have an 
- even bigger problem than they 
thought they did,” -said Dr. 
Theodore Vanltallie of Columbia 
University. 

The report, published in today’s 
issue of the New England Journal 
of Medicine, was based on the 
Nurses’ Health Study, which has 
followed 116,196 women nurses 
since 1976. 

The new work chaltc^cs the 
belief, held by some, that 'Ocry lean - 
people die sooner than those who 
have more average builds. Some ^ 
earlier research found that when ' 
mortality figures ore put on S chart, 
they follow a J-shoped curve. In 
other words, the death rate is a bit 
elevated for the thinnest folks, I 
drops and levels off for ordinn^* I 
size people and then climbs steeply I 
os people' approach obnity. 

The new study concludes that 
the hook on the J is a mistake. The 
—only— reason— vec-y— thia-pcoplc- 
appear to have a somewhat higher 
risk is that they are more likely to 
s,mokc or tO'havc illnesses that 
made them 'lose weight. When 
only healthy nonsmokers arc fol- 
lowed over time, llie thinnest live 
the longest. 

Of co urse, d eath is rare among 
middle-aged women, no matter 
V'what their size. In this study, there 
were just under four deaths for 
each 1,000 participants each year. 
However, the researchers believe 
that the health risks of being over- 
weight will become even more 
pronounced as the women get 
older. 

In this study, (he researchers 
found that the death rate for a 6- 
fooi-6 woman is lowest if she 
weighs below 120. If she weighs 
120 to- 149, the ri^ of death rises 
20 percent, It is 30 fwreem Higher 
than the that of the thinnest women 
for those who weigh 150 to 160. 
and it was 60 percent higher for 
tliose who weigh 161 to 175. For 
women this height who weigh over 
175, the risk of death is double that 
of the thinnest womerr 


WASHINGTON (AP) — Heeding 
warnings that a nmional welfare 
“family cap” would drive up abor- 
tions and punish poor families, the 
Senate derailed a conservative push 
Thursday to deny additional cash 
payiiients to single, mothers who 
have more children. 

Twenty Republicans sided with 
every Democrat as the Senate 
approved an amendment by Sen. 
Pete Domenici, 66-34, to strip a fam- 
ily cap policy from the Republican 
blueprint to overhaul the nalibn's 
wejfoic programs. 

Conservatives said the govern- 


you believe that 
... you belleve^n 
the tooth fairy-’ 

— Sen. Pete Domenici, 
R-N.M. on an effort to 
stop single mothers 
from having children 
by limiting aid 

reform of our wclforc system. ... 
We’re going to continue to cncour- 


mem. if il is ever going to bring “S'; 'b'm .'o injprovc this bill ... buc 
down the rising rates of illegitimate 6*lhng closer, 

births, must stop subsidizing the But conservative Republican Sen. 
"reckless, irresponsible” behavior of Phil Gramm of Texas, one qf Dole s 
single women who ask taxpayers to rivals for the presidential nomina- 

support their children - '’O"* said Wednesday s vote marks’ 

But GOP moderates and “Ihe unraveling of our consensus" on 
Democrats said there was no evi- welfare. "It put.-ia lot of us m the 


Democrats said there was no evi- welfare. "It put.-ia lot of us m the 
dence to su gg est that slicing a small position of tryingTo decide what we 

omount-from-a-family^s-wclfarc-;— SiunUQ-dOj)I ^ 


check would discourage poor women 
from having children out of wedlock. 


Speaking against Domcnici’s 
amendment Wednesday, Dole 


•if you believe that ... you believe warned lawmakers ihoi “if Wc don’t 
in Ihc loolh fniry. ll jusl isn'l going ‘i“l willi oul-of-wcdlock binhs ihen 


to happen,” said Domenici, R-N.M., 
. while warning that the fomily cap 
could increase abortions and add to 


The family cap has divided 


we're really not dealing with welfare 
reform." 

Dole, R-Kan., added, the family 
cap to his welfare bill late last week, 
heeding the (jemands ot senate con- 


Republicans as Bob Dole, the servatives and forces in the Christian 
Senate’s majority lender and top con- wire luve made rtrfucing illc- 


(ender for the GOP presidential nom- 
irution, tries to win approvallfor liis- 


gitimate births one of their priorities. 
But his decision angered the 


tone legislation to turn responsibility OOP's moderate wing. • 
for welfare over to the states,- cut Addressing the Senate late 
spending by $70 billion, and require Tuesday. Domenici srfid he did not 
- - * want on his conscience a vote for a 


' recipients to go to work. 


Dole has said he hopes to pass the welfare bill that says to teen-agers: 
bill, the centerpiece of the GOP’s 
social agenda, by Thursday. Several 
issues remain to be settled, among 
them demands that spending on child 
care be dramatically increased. 

. The White House applauded the 
passage of Oomcnici's omcmlment. 

"ll d^ by no means satisfy oil the 
president’s concerns," said White 
House spokesman Mike McCurry, 

“but they ore beginning to move this 
legislation in the direction of real 


“Maybe you ought to get an abortion 
... Con wc really believe Umt with the 
problems that teen-agers ore having, 
and the societal mix-up they find 
themselves in. that cash benefits are 
going to keep them from getting 
pregnant?" he added. "I cannot 
thieve il! Frankly, there is no evi- 
dence of that." 

Domenici also argued that at a 
.lime when the Senate is moving to 
give states maximum flexibility to 
experiment witli welfare reform, it is 
wrong to impose such mandates on 
governors and - legislatures. 
Conservative strings, he said, arc no 
better than liberal strings. 

Under his amendment, however, 
stales could still choose to adopt a 
'family cap policy, as a dozen have 
donc.alrcady. 

But.Scn.,Lauch Faircloth, R-N.C.. 
countered that a national policy was 
necessary. 

One-third of all children arc now 
-rbbm-to-unmarried-molhersr-und — 
^omc predictions suggest that half of 
all births may be out of wedlock 
within the next decade. 

"Only by taking away the perverse 
cash incentive to have children out of ' 
wedlock can we hope to slow the 
increase in oul-of-wcdlock births. 

-nnd-ulitmulcly-cnd-welfure-depen 

dcncy." Fnirclolli said. 

The House, which passed its wel- 
fare overhaul in March, included a 
family cap. Under the bill, families 
affected by the loss of cash would be 
instead provided with vouchers to 
purchase diapers, fomiuin and other 
necessities to care for Uieir newborn 
children. 


fwlliuniBnrakit.'i 


With Dalai Lama 

'•■WASHINGTON "(AP) — 

President Clinton met Wednesday 
with the Dalai Lama in a gesture of 
respect for the exiled Buddhist 
leader who won the Nobel Peace - 
Prize for his nonvioleai advocacy 
o(seI^rule for Tibet. 

As he has done the past two 
y'eais, Clinton dropped by briefiy as 
the Dalai Lama met at the White 
Mbuse'wiih Vice President A1 
Gore. 

' “The president and ihC'Vicc pres- 
ident lauded the Dalai Lama's 
resolve, consistent commitment to 
- ponviolcnce and his pragmatic 
approach to’ negotiations with 
China,” a White House slatcment 
said. 

'The low-key nature of the meet- 
ing appeared intended to avoid 
putting a' deeper strain on U.S.- 
Chinesc relations, already chilled 
by disputes over human rights; 
trade and Beijing’s export of mis- 
' sile technology. China considers 
Tibet part of its territory. 

Clinton expressed concern for the 
preservation of Tibetan religion and 
culture, the White House soid. 
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^ I Rock Creek means ' 
"Dinner" in Magic Valley . . . 
Aged Beef & Fresh Fish , 


I Tonight’s Fish Selection ... 




"I got my 
-glassesin 
one hour." 


, Bring your eyewear prescription 
to Mountain West Optical. We start 
working_on y.dur-.new glasses right 
here ... Right now! 

Mountain West's in-store lab 
makes it possible. Our comrhitment to 

-quality-makes it right — ^ , 

We know the quality is In the 
’•DOING", not in the "WAITING". 

Mountain 

West'^W 


525 BUiyi^KES BLVD. N. HOURS; 

.TOA.BVfsQ • MON.-FRt: 9:00 -«t00 

; f ■ fc’ip Closed Saturday I 

TWIN MLL8, IDAHO- - -After-Hours by Appointment- | 


"Make Taster's your 
first stop." 

—Mac Gccr OcvcntcAjrac m|r. 

Make Taster's your first 
stop when you grocery shop! 

Why? Because Taster's is 
constantly expanding our 
store to bring you exciting 
new Items. And we've moved 
the shelves to make it easier 
to shop. 

. Wc know you won't always 
have time to try our unique specialty products, so we 
also offer regular everyday items. The difference is that 
wc give you more cboicc& Taster’s is the place for the 
"hard to flnd"...but wc moke sure you'll also find the 
"hard to live without" So remember to make Taster’s 
your first stop... you’ll find everything you need at the 
Fresh store! 

And while you’re here, try these out! 

GARDEN OF EATIN’ 
Assorted Tortilla Chips 



'”$ 1.99 


And to wash 'em down, check out our expanded cooler of 
micro brews and imported beers from around the world. 


This week featuring 


) 3 varieties: 
•Apricot 
■Hefeweizen 
•Wheaten Ale 


Plus, nothing beats Idaho now^ ^ 
quality. That's why Taster's ^ |J|J . 

proudly offers several lines of ^ pk 

Idaboproducts.'Stopbydndscc . 

our line of Camas Grain quality 

organic products from 

Fairfield, Idaho. 

|B| Whole grains, bread and 

pancake mixes, mixed cereals, 
whole and unbleached flours, 
•^cracked, rolled and 
flaked grains plus specialty beans 

COMESEEUSTODAYI 
Prices gopd thru 9int9S J 


. TteraESH STOK 



The fresh Store 


I^IASTER^^ 
^ FRESH 
.BREADS. 


Come in for 
French bread baked 
daily at Tasters! . 


• SUNDAY 

3 assorted Rye 
Breads, . • . 
Raisin Apple Bread 

• MONDAY 


Muffin Bread 

• TUESDAY 

3 assorted Rye 


Raisin Apple Bread 

• WEDNESDAY 

8 Grain Bread 

• THURSDAY 

■ English Muffin 
Bread 

^ • FRIDAY 

Sourdough 

• SATURDAY 

8 Grain 


Produce Dept. -All 
Locally Grown in Idaho 

• Canning Peais—^Btti 

•Watermelon 151b. 

•Jonathan j-oq 
A pples 5 Lbs. 1 

•Tomatoes 79\b. 


LUNCHEON SPECIAL: 




MEAT DEPABTMENT 

S *Top Sirloin Steak $^19 

g'Lean Ground Beef 

• Marinated Pork c-g 40 . 
Counhy Ribs 

• Boneless Poik • $*^29 

Sirloin Qtops ^ 

'• Marinated $'379 
■ Chicken Breast O 

• Boneless, Skinless., $099 
Chicken Breasts 


Candy Factoi'y 


CARMEL 

BARS 

$100 


Sale Prices Good Thru Sun. 9/ 1 7/95 

Corner of Addison & Eastland. Twin Falls 










A-4 Tlmos-Nows. Twin Falla. Woho* Thuradoy, Soplombor 14. 1995 


Nation 


Right to silence has long legacy 


Man found guilty in race-based killing 

LUBBOCK, Texas (AP) — An ill- The juty found Ryan Kcilh Mo^y 
whitcjiuy took just on hour today to find guilty of murder and immcaiatcly 
a black man guilty of a drivc-by slaying began hearing testimony about pi^ 
_that pfiicials and nmyjn_thc_cpmmuni^,_,islmc^ _ 

saw os resultihg from raciid hatred. in prison and a $ j 0,000 fine. 


WASHINGTON (AP) — More 
than 350 years after John Lilbume 
was whipped and put in the pillory 
‘ for refusing to take an oath before 
testifying. hLs legacy lives on in the 
O.J. Simpson courtroom and the 
. Ruby Ridge inquiry. , . 

■ The history books say the 
Englishman's later exoneration is one 
-root of the right against self-incrimina- 
:tion, carried forward from the mother 
country into the U.S. Constitution, 

. This week, the FBI sniper who 
^killed the wife of white separatist 
- Randy Weaver at Ruby Ridge. 
Idaho, three years ago invoked his 
Fifth Amendment rights before a 
Senate hearing. * 

Last week, retired Los Angeles 
Police Detective Mark Fuhrman fell 
silent on the some constitutional 
grounds in the Simpson murder uial. 

Doth engaged in a form' of 
'stonewalling sanctioned in one way 
'or another since the ebbing of tor- 
?ture and rough justice, and enshrined 
rin the Bill of Rights. 

• Those who have “taken the Fifth” 
vinclude assoned mobst ers. Korcs_of_ 
Jwimcsscs in Sen. JosepfTMcCarthy’s 

• tcommunist-hunting hearings in the 
1 950s, Oliver North in the" Iran-Contra 
affair and Michael Jackson in court 
documents concerning a child-molesta- 

Gmups_wariL| 

of life’s many 
hidden risks 

WASHINGTON (AP) — 

• Consumer groups unveiled a new 
/4)rimer' of peril Wednesday, a 
■Cbrochprc designed' to help 
•;Anicricahs identify and avoid dan- 
> gers they might have overlooked. 

•'••Hidden HazardS-Number Two, 

’is the second lO-itcm menu of men- 
ace compiled by the Coalition for 
'.Copsumcr Health, and Safety and 
:ofTcred free by the group, which is' 
made up of insurance, public-inter- 
est and consumer organizations. 

• ‘ This year’s record of risks ranges 
from alcohol-drug interactions to 

'smokeless tobacco to low-fat- 
■desserts. 

/-foidessensZ. 



tion lawsuit. 

Its use invari- 


cd in rights as a general proposition.’’ 
Lilbume was said to have invoked 
ably taints the the privilege in 1637 and its use 
user with the pre- took hold in British common law the 
sumption of guilt following century as Parliament 
in the public's moyed to stop Star Chamber tri- 
mind, even bunals frdm using torture to make 
though jurors arc witnesses talk, 
instructed not to The'seope of America’s Fifth 
think that way. Amendment, which guarantees no 
In crime-fearing one “shall be compelled in any epm- 
times like these, inal ease to be a witness against him- 
hunnnan probably the self," was expanded with little con- 

most disliked and criticized of all the troversy during its first 100 years, 
provisions in the Bill of Rights.” said This century, it has been used not 
Yale Komisar, criminal low professor only to protect the accused in a 


at the University of Michigan. 


criminal ease, but for witnesses i 


But, of course, he odded, “It all congressional or odministratiye 
depends on whose ox is being gored." investigations who might later be 
In the McCorthy hearings, witness- charged in a criminal proceeding, 
cs were branded "Fifth Amendment That' clcnicnt came into play when 
communists" by the senator and saw FBI agent Lon Horiuchi, facing potenr' 
their reputations destroyed even if tial criminal charges in the shooting of 
their refusal toitestify against them- Weaver's wife, refused to testify to the 
selves avoided convictions. Senate sut>committec investigating the 

In legal articles, prosecution circles 1992 Ruby Ridge standoff, 
and from the bench, “The Fifth Fuhrman took the Fifth when 
Amendment has been battered severe- questioned about the truthfulness of 
^ for many years, and it's getting his earlier testimony and whether he 

worse and worse,' said KamiSSlTWho hud'cyprplantctPcvidcnce: 

believes the criticism is overblown. ' Opponents of the Fifth’s use say 
“The problem is that people arc just that with the days of torture over and 
fed up witli crime and the justice sys- many safeguards in place for defen- 
tem,’; he said. People arc “not interest- dants, the amendment is a relic used 


to win leniency or immunity when it 
doesn’t derail a cose altogether. 

.That argument goes back at least to 
William Howard Taft, president t^d 
chief justice of the Supreme Courtrin 
the early 1900s. It’s been heard many 
times since, notably when Nortli and 
other Iran-Contra figures took the 
Fifth and critics howled. 

North’s conviction on three felony 
counts in the arms-for-hostages 
scandal was overturned on appeal. 

In 1992, when three Democratic 
congressmen refused to testify about 
abuses in operations of the House 
post office, criminal defense lawyer 
Ralph Drury Martin applauded. 

Any such testimony “presents a ter- 
rible risk and no corresponding bene- 
fit,” he wrote in Legal Times. 

, “Deliberate false statements, ns well 
os honest mistakes, coritradictions and 
lapses of memory, become fond mines 
in the record, rxrady to explode.’’ 

For example, he said federal 
Judge Walter Nixon df Mississippi 
-was vindicated on charges of taking 
a gratuity but convicted and 
impeached based on a rambling 

mswerbefore-a-grand-jury, 

The damning comments came in 
response to the question: "Do you 
have anything else you want to odd, 
judge?" 


Watch for your name in 

the Times-News 
Classifieds' Beginning 
September 18 th 
and you^could win 
■ 2 FREE Tickets to 

Up With People 

-T^karsdayrSeptemher-2i-st— 


That's right. "Nonfat' desserts are 
not necessarily' nonfattening," 
xvtirD'ed Janies Edwards of CUNA 
.•Mutual Insurance Group. 

V Many people mistake low-fat for 
£low-calorie, he saidi But often low-- 
',fat or fatrfree foods pack plenty of 
' ' iiligar Calories. The low^fat label 
.* can mislead'dicten, "causing them to 
. binge on these foods, he said. 

And washing those tasty muffins 
'.'down with a gloss of water may not 
^be as saf^e as people would hope 
^either. 

' The pamitc Cryptosporidium can 
^-survive clnbrinc and many filtration 
>systcms, potentially threatening 
;rrni!lions of people. In 1993 thou- 
>^nds were .sickened in Milwaukee- 
;jby this hazard. 

Lisa Ragain of the National 
Association of People with AIDS 
>said individuals with weak immune 
^systems arc most at risk, though 

• anyone can be sickened by the para- 
^sitc. She recommended boiling 
i water, using special filters or buy- 
;ing certain bottled water .for-pcop.lc... 
■ at risk. 

Sherri Watson of the American 
'Lung Association' warned of the 
dangers of carbon monoxide from 
^stoves and heaters, while Mary 
.'.Ellen Fisc of the. Consumer 
'.Federation of America noted the 
hazards of the interaction of alcohol 
, I'and medications — even common 

■■ Wtcfns such as aspirin. 

’ Other hidden hazards discussed 
- tin the new brochure include unsafe 
'^installation of child safety scats in 
Icars, guns in the home, falls by the 
■jeldcrly, smokeless tobacco, new 

• strains of AIDS and the dangers of 
‘older cribs. 

r Each listing describc.s the hazard 
and discusses how to avoid the dan- 
ger. Consumers can obtain a copy 
of the brochure by sending a 
stamped, self-addressed envelope to 
. Hidden Hazards, CFA, P.O. Box 
12099, Washington, D.C., 20005- 
>0009. 

•S A few copies also remain of the 

- Ijjirst edition of Hidden Hazards, 
issued two years ago. It discussed 
!-?-boby walkers, bicycle helmets, 
:^port utility vehicle rollovers, scot 

-tTallsv fo^d poisoning, secondhand 
''ismoke, alcohol abuse and sexuolly 

- -transmitted diseases. 

Ex.-officer sentenced 

' . NEW ORLEANS (AP) — A for- 
mer police officer was sentenced to' 
death for murdering. her ex-partner 
and two others in a restaurant holdup. 
Antoinette Frank, 24; is no.w the 
..;bnly woman on Louisiana’s death 
l£r6w. If her conviction and three death 
r^cntpnccs cijdurc" the automatic 
•vappcals, she would-be the first woman 
^Ssxeculcd in Louisionif since 1942. 

. ^ '‘Jttrors took just 22 minutes Monday 
^'‘oohvict her in the March '4-8lify^ 
^nd'35 ininute8 Tuesday night to con- 
demn her to death by injectioti 


Enter the 


Big Buck Contest ! 

^2,000 In Prizes for the lO Best Racks 



Ruger M77 MK II 
Boll Action Rifle 

.......JUl.Ccilibers fo 338 Msg. 

• Witti Scope MonnU 

Remington 700 
Stainless Boll - 
Action Rifles 

• 7 mm & 300 Magnnm 
• Composito Slock 

Rag. '$629- ®5.49®° 


SHOTGUMS 

Mossberg Mod. 500 
Magnum Pump 
Shotguns 

• 12 gcrago 3" 

• .Wllh Mod. Aeeuehoka 


Bog. $290*< 


*247®“ 


Browning BPS Magnum 
Pump Shotgun 

• Wood or Synthetic Stock 
• 3^ Inveeior Chokes 

Rag.S934» * 457 ““ 




BINOCULARS 

Bausch & Lomb 
— Legacy 7x35 
Wide Angle 
Binoculars 

* 999 “ 

Vfiiid River^ 
by Leupold 
8x42 Binoculars 

* 193 ®" 


Rag. $149’* 


Tosco World Class 
3x9 Variable Rifle 
Scopes — — 


• lilletime Worremtoe 
Beg. $99” 


$^g90 


Bushnell Trophy 
4x12 Variable 
Rifle Scopes 

• Wide Angle A/O 

Rag. $249“ . * 1 93 ““ 


AColumte 

SpotBweor Compiny ■ 

Buffolo Plaid 
Polarfleece 
Hunting 
Jackets 



Reg. $11 1‘ 


$9390 


BEAR 
Folding 
Hunting ^ 
Knives 

• with Ball Shaath 
'• Hada'itt VS A 


Reg. SSS" 


$2990 


ROCKY 
MOUNTAIN 
Pack Saw 

• For Wood & Bone 
• With Shedth 

Reg.$24« *17®“ 



AVID r 

Upland 
Field Vest 
-SoUd or Mesh. 

• Covered Shell Loops 
' ■ e EZ<Clecm Gome Bag 

Reg. $34‘° *27““ 



FALL FOOTWEAR 

^Columbia 

♦ Sportswoif Company - 

Yakimoc 



• Wetter BosIstanI 
> NuBuck Loather 



> Mini Bob Se!to 
• Drilex Lining 


^99 


90 


Acadia 

For Ladles 8c Mon 

• Lightweight 

$7790 

A IVIERRELJ- 
.iUkPOOTWEAR 

Ranger 

• Waterproof 

* Top Orctin Leather 


124 


00 


HUNTING BOOTS 



Thermo 
Kkndike Winter Lighi 



• Oorlex Waterproof 
• 200 Gram Thinsulcrie 




’149““ ni 

le II 4^ 


• 2-Yr Waterproof Otaaronlee 
> 400 Grom TUnsnlale 


Eagle'll 

• Gortex 8t Thlnsnlale 
• Air Bob Sole 

00 


$13990 
Canadian 

• 10" All Leather 
> Gortex 8c Dnotherm 


199 


•249 


90 


Blue Lakes 


Sporting Xioods 


OPEN EVERY DAY 

7:30 A.M.-4:oo P.M. 

SUNDAY 

730 A^-6:qo P.M. 


CREDIT 

TERMS 

AVAH.ABLE 

XAXAWATS 

WEICOME 


MJVBIue LakwBhd.'N.'* Titto Falls,'ldaho * 










iSrenade.attack 


U.S. Embassy compound, Moscow 



Thufftcloy. Soptambor14. 1095 Tlmos-Nows, Twin Falls, Idaho A*S 

Kation 

Gore appearance calms tribal leader meeting 

WASHINGTON (AP) — Vico The Senate has approved a 15 per- the White Mouse complex. Many left 
Prcstdeni A1 Gore made a surprise cent reduction in spending next year midway ihrough. People there gave 
appearance at a White House meeting on the Bureau of Indian Affairs, a , varying estimates of how many 
of American Indian leaders ofter major source ot; funding for tribal walked out. some saying as many as 
scores of them had walked out in governments and social scrvice.s. Tlie two-third-s or more, 
unficr. claiming lop-Ievel administni- House has approved a 3 percent cut. “! .said I hove no reason to be here, 
tlon officials ignored the session. .Tribal lenders say the reduction We came here for hard-core answers, 

Gore’s appearance soothed the feel- would break century-.old treaties in .said one who left, Vernon Mestes, a 
ings of the tribal leaders who were which the U.S, government promised Cheyenne River Sioux tnbal council 
still there. But they said he did not to provide for Indian health and wcl- member from Soudi Dakota. , 
give them what they were demanding: fare. Tlie fribal leaders were extremely 

a promise that President Clinton About 1 50 tribal leaders appeared frustrated and very an^ saidpresi- 
would veto a cut in federal Indian pro- for the private, 2 Kj - hour meeting at the dent of the National Congress ol 
gmnis. Old Executive Office Building, part of American Indians. 

I This price good for all traospoftabie cellular phones in stock during our Invcnjoiy Clearance Sale.' H 

Handheld phones arc only S29, Choose from-Audiovox. Nokia, Uniden anti other phones. a H 

Excludes Motorola cellular products i — i H 


VALUES UP TO S400 


A Russlan-mado reekot- 

S ieliod flrenode launcbor 
lar to this ono was used. 


b y grenade; no one inj ured 


The Washington Post 

MOSCOW — A rocket-propelled 
grenede fired by an unknown 
assailant smashed into the sixth 
' floor of the U.S. Embassy in down- 
; town fyloscow Wednesday, prompt- 
■ ing the evacuation of hundreds of 
i employees stunned by the explosion. 

' The ^nadc penetrated the ornate 
. embassy. waU and wos-stopped by a 
Targe copying machine, the embassy 
•said in a- statement. There were no 
injurics.'.perhaps because no one 
1 was in the copying room at the time 
I ofthe blast. 

! ' ’About a half-hour later, authorities 
; found a {xirtable grenade launcher in 

• ihc archway of a courtyard entrance 
! directly across the 12-lnnc avenue 
I from the embassy, about 100 yards 
! from the point of impact. A face 
! mask, a glove and a threc-foot-long 

— 5-papcr-bag.lhatcouldJmvc-bccn-Uscd. 
;to conceal the Weapon were also 
^ found at the site, the embassy said. 

• I “I was on the phone with someone 
! |it the time and J saiijJ, ‘Oh my God, 
vwc’vc been bombed!’ " embassy 

• spokesman Richard Hoagland said. 

5 I The grenade, which struck the 10- 


story embassy with a resounding 
boom, mangled the copying machine, 
scorched a portion of the embassy 
wall and smashed several windows, 
was fired ot 4:25 p.m. Moscow time 
from across one of Moscow’s busiest 
and broadest boulevards. In addition 
to the heavy presence of Russian and 
U.S. embassy guards on duty at that 
hour, there arc nearly always Russian 
traffic policemen in the immediate 
area os well os hundreds of motorists. 

The grenade attack come a day 
before U.S. Deputy Secretary of 
State Strobe Talbott is due in 
Moscow to discuss increasingly stri- 
dent Russian denunciations of the 
U.S.-led NATO bombing campaign 
against the Bosnian Serbs. 

' A Russian television anchorman spec- 
ulated Wednesday night that the incident 
may have been somehow related to 
tough criticism of U.S. and Western pol- 
-icy.oaBosiiia.by.PrcsidciiLBoritilcltsm_ 
and other Russian officials. On Tuesday, 
a Russian Forci^ Ministry spokesman 
said the NATO bombing threatens the 
Serbs with "genocide.” 

' But embassy officials said they, 
had received no warnings or threats 
before the explosion and that no one 


had claimed responsibility in the 
hours following the attack. As of this 
evetling, no arrests had been mode, 

“This appears to be an isolated 
incident,’’ Hoagland said. 

Russian investigators also declined 
to speculate about the identity or moii- 
vation'of the perpetrator, other than to 
guess he may have been deranged. 

‘This is not a reflection of the rela- 
tions between our countries. It’s the oct 
of a lone maniac,’’ a senior Russion 
security official told the Associated 
Press, asking that his name not be used. 

In the statement. Ihc embassy said 
it had taken unspecified measures to 
protect the embassy compound, 
which includes a number of build- 
ings and hundreds of employees 
including Russians and Americans. 

Russian authorities also stepped up 
security at U.S. diplomatic missions. 
A spokesman for the Federal Security 
_S c rvi cc. the domestic successor 
.agency to the KGB, told the Reuter 
news agency that security hod been 
tightened at all U.S. diplomatic build- 
ings in the capital as well as at ih$ 
consulates in St. Petersburg, the Urals 
city of Yekotcrinburg and the Far 
Eastern port of Vladivostok. 
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Editorial 


Genocide gains acceptance 
as society loses morality 

In the fall of 1914, the corrupt til 1944, a year in which genocide 
pashas who ran the tottering Ottoman claimed .1 1 million victims in Eastern 
Empire thought they saw a last Europe, Germany and China alone. 


grudges and long-repressed hate to 
people ^lightened by change. 

Maybe the explanation lies in the 
worldwide have’ perished under simi- nature bfthis amazing .century, when 


limitations with which humankind 
had lived for a million years have 


lar circumstances. Not in battle or as 
casualties of war, but through system' 
atic campaigns by governments - and been shattered. If man could take 
usually the governments of nations of flight and then reach for the stars, 
which they were citizens - to exter- then why couldn't his demons? 
minatcThem. • ' Hannah Arendt, who used th<? 

RJ. Rummel, a professor of politi- term, “banality of evil” to describe 
cal science at the University of Hitler and his henchmen, conjcc- 
Hawaii, has made it his business to tured that the combination of oppor- 
count. For all the barbarity that man tunity and power on an unprcccdent- 
. has inflicted u|>on man, he says, cd scale were simply irresistible to 
genocide is a uniquely 20th century men and cultures that were morally 
phenomenon. bankrupt. 

Before 1900, Rummel argues, gov> Moybe Stalin, responsible for per- 
emments had-neithcr the technology haps 18 million murders, mostly of 
nor the control reqaired to conduct Soviet citizens, said it best. When he 
genocide. iGlling on a 20th century was wamcdlhat iropcVius All mignt 
scale requires mass communication, disapprove of his invasion of Poland, 
an eflicieni state-security apparatus Stahn replied: 
and a capacity to manipulate old prej- “How many divisions has the 
udiccs and new fears. ' pope?” 

The word itself was not coined un- In this century, never enough. 

TheTmes-News 

Stephen Harigen Clerk Welworth Allen Wilson Peter York , , 

Publisher Manaslng editor Circulation manager Advertising director 

The rpembers of the editorial board and writers of t^itodals 
ore Stephen Hartgen, Qark Walworth. Steve Crump and Kevin Miller. 


Letters 


» A effort TO 
LEARN GOOO EKGLtsH, 

HOW PO they EXreCT 
To F>T iN W'TH US 
REAUAMER'CANS?.. 


It’s a notion with which the world 
has never really come to terms. It’s 
simply not within the c'xpcricncc of 
most people to understand why a 
Bosnian Serb militiaman would wear 
a ncckloce of Muslim eyeballs. 

' Should the United Nations or a tri- 
bunal of outraged nations undertake ' 


chance for salvation. 

They allied themselves with Ger- 
many and declared war on Russia, 
sending a million and a half soldiers 
marching into the mountains of Ar- 
menia, which straddled the Turkish- 
Russian border, just as winter snows 
- began to fall. ^ 

A quarter of a million Turks came ,to hang him from the nearest lamp 
back in coffins. A quarter of a million post? Or does that simply represent 
grieving mothers were soon in the an escalation of mindless hate? 

demanding to know why. and the Nuremberg Trials, justice 

It didn’t take long for someone to seemed powerful enough to conquer 
find a convenient scapegoat: Blame most of the evils that men do. It turns 
the Armenians. out we underestimated evil’s clout. 

Between April 1915 and the end of We also underestimated the power- 
World War I, the Turks butchered 1 .5 ful appeal of tribalism in this age of 
-million-ArmeaiaDS-and.seDt.as least. disappearinR border s in an e ver- 
as many more into exile. Thus was shrinking world. We failed to appre- 
bom one of the 20th century’s most elate the hypnotic appeal of buried 
efficient inventions: 

Genocide. 

Since then, 170 million people 



Letters 


Some fair cos^ unnecessary 

This is an open letter to the Twin Falls 
; County commissioners and the Twin Falls 
‘ County Fair Board. In the past. 1 have seen 
complaints about the cost of the fair. 

Personally, I understand that running any 
business is costly, and I don’t have any com- 
' plaints other than having to pay to enter the 
fairgrounds to see scheduled events when tick- 
, cts were purchased in advance; also having to 
pay nvicc to park if you leave the fair and re- 
1 turn. It makes me wonder, when will you have 
' lb pay twice to re-enter the fairgrounds? 

Tf -These may be petty issues to you, yct 1 believe • 
; that, if 1 may speak for a good portion ofTwin 
Falls and surrounding areas, these charges arc 
f unnecessary. Also, it seems the fair gets more 

• and more expensive every year, and the rides, 

' ^ibits and animal boms get less and less. 

’ I am sure that most of the profits go to 
: grounds improvements - at least I hope so. So 
' could I make a suggestion? Why couldn’t some 
i of our money go to a new entrance to the rodeo 

• arena for people who have advimee tickets? 

On the other hand, I would like to also 


Constitution has God in mind 

1 was told that the signers of the Declara- 
tion of Independence and creators of (he 
Constitution only did so for greed and self- 
interest. Right. Let’s look at the facts: 

If they wanted to support g re e d and self-inter- 
est, they would’ve sid^ with the British, where 
it was safe in numbers. When they signed that 
declaration, they knew it meant certain death, 
but they chose that instead of sitting in their 
comfort zone os many people do these days. 

Five signers were later tortured to death; two 


Local performers deserve praise 

Because I have frequently been criti- 
cized for my enthusiastic support of our lo- 
cal musical and theatrical performances, 1 
should explain that 1 enjoy watching ama- 
teurs perform more than professionals be- 
cause, while the professional is paid to 
give a slick and unflawed performance, the 
amateur is rewarded only by the applause 
of an appreciative audience. I get a special 
kick out of seeing local people struggle to 
shed their inhibitions and get on a stage 
and perform a role completely out of char- 
acter. 

I’ve seen “Annie. Get Your Gun" per- 
formed locally at leost three times and have 
enjoyed each production equally well. 

When I saw the recent show, I was particu- 
larly impressed with Rich 'Bevdn, whom 1 
watched grow from a grade-school kid to 
our local prosecuting ottomey without ever 
imagining .him performing on the stage. Al- 
though'hecertamlylms'the'physlque'mid 
features to play an authentic Indian, I was .. 
pleasantly surprised to see him play the role 
of Chief Sitting Bull with such humor and 
vitality, 

1 don’t mean to imply that he was belter 
than the rest ofthe cast. 1 wasn't surprised 
that vqierans Gary Dalton and Mott Frantz 
were excellent in their roles os Frank Butler 
and Charlie Davenport. Sara Bradshaw, a 
student of Carson Wong, was delightfbl os 
the noive, beautiful sharpshooter who wins 
Frank's heart. 

Newcomer Tom Poole was a convincing 
Buflfalo Bill. Angie Peterson and all the oth- 
er members of the supporting cost did a 
great job. 

Irving Berlin’s wonderful music was han- 
dled well by Dennis McCracken who, with 
his wife, Robin, and Mike Wint'erhoUer, 
ably directed this thoroughly entertaining 
musical comedy. 

DICK COOK 

Twin Falls 


an admonition, discouragement or law. Sad. 

ROSEMARY SHORT 

Rupert 

Preserve nature now for future 

Regarding Jack Streeter’s letter discussing 
the speakers on Aug. 25 at Givens Hot 
Springs: 1 wish I’d been there to defend the . 
environmentalist point of view. 

I have seen “private proprity rights” and 
“people first” ond “economy first” policies 
wreak havoc in both Texas and Idaho. In 
Austin, Texas, greedy, short-sighted devel- 
opers have almost succeeded in destroying a 
beautiful, irreplaceable spring that has 
drawn people to the town for hundreds of _ 
years. Even though the people there voted'ih 
a special ordinance to protect it, the power- 
ful few went above the people's heads and 
bought a few legislaion so they could do 
what they wanted. 

.McCall used to be a pretty little town with 


jury is not favorable to some? The TV pro- 
gramming is sure putting together the 
matches to light these fires. The introduction 
and oil the replays of one word, the “N” 
word, an epithet repeated overand over by 
an inflated, pompous shyster trying to im- 
press Uic world. TV audiences all over the 
world listened while he spewed forth his 
venom. 

I, like millions, grew up with this woid. 
We oil knew what it mcont and to whom it 
was directed. We didn’t need o lowycr to ex- 
plain it or blow it out of proportion when us- 
ing the word. I have in my household a few 
dictionories - n couple of Webster’s, Read- ; 
er's Digest, Encyclopedia Britonnica, to 
nome a few. They don’t make me n brain ; 
irustoraspace.cadct. I do know 1 can go to ; 
any one of them and in the “N” section, • 
there is the word. It is not copitalizcd or glv-; 
en any speciol fanfare. Each volume does 
say the word is offensive. We lived with it; ; 
why should today's society be anv difl erent? 


Why is ‘plj word’ so offensive? 

All right, enough is enough. Is there 
anyone else out there who doesn't think 
the “N word” is the most foul in the En- 
glish language? When did it replace the “F 
word”? 

It’s amazing to hear veteran commenta- 
tors and read the articles of writers so 
shocked they can’t even repeat it - while 
they otherwise seem to delight in being able 
found IhoTr sons nmslcd or'SS'ntodii.cir lo quote uncrfillh ond blnsphcmous phots- 

■■ ■ - CS.. . 


plenty of room for everyone to-go nnd enjoy re is /f t'to am 

Payette Lake and the Boise River. McCall Jerome 
wos “Califomicated." It’s had bad zoning 
with big ugly hohscs loo close together. 

Lake-front and river-front property was 
snapped up and “privatized.'' Now it's hard 
for native Idahoans to enjoy the lake or river 
near McCall. More generosity to the public 
and some long-term environmental planning ' 
could have helped McCall stay beautiful. 

Can’t we' create jobs without encouraging 
that kind of growth? 

Also, a basic biological tenet is that the 
survival of people depends on thtTsurvivol 
. of otlicr species. Humans ore already.deplct-'. 
ing species without knowing what the (pos- 
sibly catastrophic) consequences may be. 

The oceans are suflering a depletion of 
shrimp, thelpopulations of frogs worldwide 
are dcclinitig and dcstniction of tropical rain 
forests is unleashing new strainsiif viruses. 

Maybe we ought to taken 20-year 
“breather” before decimating any more 
species. 

One thing’s for sure - if we wa^t to pre- 
serve some of nature’s fragile beauty for fu- 
ture generations of the American public, 
some people will have to be told “no” now. 

ALETA FAIRCHILD 

Austin, Texas 


homes destroyed; nine died fighting alongside of 
the lowly peasants in the war. Carter Braxton’s 
wealth was taken; he was forced to sell his farni 
and died in rags. Thomas McKean’s family was 
hounded, and he died in poverty. The properties 
of Elleiy, Clymcr, Hall, Walton, Gwinnett, Hey- 
ward, Rutledge and Middleton were destroyed. 

Thomas Nelson (fled bankrupt. Francis 


Lewis’ home and property was destroyed. John , i ^ 

Hnrt u/no rtriv,-n fmm hU Hvinr. u/ifo nrvrr AfnCOn-i 


it hasn’t been long ago that the “N word’ 
was used in the same way African-American 
is used today. It wasn't considered derogato- 
ry. It's still unclear why it’s now token that 
way, since it doesn't mean anything like 
murderer, the “F word” (and its common 
reference to mother), torturer nor rapist. As 
far as I’m concerned, it simply means a low- 


Hart was driven from his dying wife, never 
saw his children again and died of a broken 

, heart. Morris and Livingston had similar fates. 

• thank you for doing your jobs so well to make The surviving signers Imcw what it was like to 


■American. 


f the fair possible every year. I am sure it’s not 
an easy job. And the biggest thanks of all 
goes to whoever got Kansas to come put on 
^such a great show. Even though delayed, I 
»Iyould have waited all night. I only hope next 
you wjll consider us non-country fans 
nOgoin, especially since the turnout to Kansas 
bigger, and going to both'shcTws myself. 
pH was by fora better show, 
r- MICHELLE CHAVEZ 
^■'.Wendell 

rOoonesbury Flashbacks 


be humble, meek and poverty-ridden like the 
peasants they fought alongside of. Thus, they 
created the Constitution with God in mind. 

This is the tnie definition of patriotism. These 
men loved their fellowmen and thdr God-given 
rights they cherished. They willingly faced the 
sacrifice with true courage (something almost 
s daw ' " 
in tiieii 

TONYA-itoK 

Fairfield 


Just because members of that race don't 
like it, it doesn’t change the meaning. At one 
lime, they were insulted to be called 

“black.” Then they preferred it for a while, ... 

and now again they’re rejecting it. Perhaps if behavioral ottitudes of oilr children. If it’s 


TV makes simpletons of us all 

The roads we travel go in' many directions. 
Some good, some not so g(x>d, some happy 
and some gloomy. Shouldn't we determine 
or designate the roads wo will travel vrith 

. our. destinies Jefi.to thebands of Gtod?.Ja., 

many ways, it appears there' is another force 
trying to control our destinies, a medium 
known to us Os the televiribn - a more fit- 
ting name, “Boob Tube.” It certainly has 
made simpletons out of many of lis. r 

Little do most of us know or realize the 
foil impact this one electronic gadget has 
upon our destinies. Its programming goes far 
beyond any of our thoughts and realizations 
of what is good or bad for our daily lives. 
How we have let it gain control of our doily 
lives the way it has is unbelievable. We ac- 
knowledge it is capable of influencing the 


unheard of these daw with so-called "Ameri- 
cans” (xiwcring in tlieir comfort zqm^). 


they insisted they be called the ”N word,” it 
would again lose its meaning. 

At any rate, J find.it appalling that there is 
no ofTcnsc expressed at invoking the fidme ' 
of God or Jesus Christ in anger or exclama- 
tion during entustrophes. Where is the out- 
rage ol the use of language against God, to 
whom we owe our-vcty existence? Unlike- • 
man, he never docs stupid things, but we’ve 
allowed his name to be corrupted with nary 


capable of having such a force upon our 
kids, why isn’t it just os likely to have the 
some effects on we adults? . 

Take, for cxam'ple, the Simpson trial ondl. 
all its replays before and aficr its daily 
showing. Ill its umpteenth week, not just the 
national audiences but worldwide audiences 
■ os well arc being brainwashcd-Will-Los ^>- 
gclcs, Philodelphia, Detroit or South Afnea *■ 
go up in smoke if o verdict reached by the 


Keep freedom: Be informed : 

Th'c Vietnam War was called a police ac- 1 
tion. Today they won't admit we’re in an- ; 
other war where promotions arc given to [ 

government police for committing mass { 

murder. • 

In almost every election over the post 40 | 
years, someone has called for a constitution-! 
al convention, but the people stop them ev- ' 
ery time. Rockefeller said a small window o( 
opportunity is opening around the year 2000| 
to impose the One World Government. For ! 
our government to accomplish that goal, it I 
has to take over our Constitution, so Gov. \ , 
Levitt of Utah drew up legislation called the| 
Conference of States. This is a way to force 
Congress to call a constitutional convention.; 
The day they open the Constitution is the < 
day you can say goodbye to your freedom, j 

But Gov. Levitt soid, “The Conference of 1 
States legislation is failing because of all 
those private militia groups out there.” In 
other words, we get to keep our Constitution 
a few more months and put off the escala- 
tion of this war a few moro months “because 
of all those privote militia.” Those arc Gov. 
Levitt's words. He didn’t say “because you 
refused to get out of your comfort zone and 
moke yourself informed. 

! don’t know if we con avoid on escalation- 
of this wor. We’re coming Into on election 
ycar,.the Congress knows it won't be re- 
elected if it passes bills stealing our rights. If 

- the-anti-terrorism bill-is stopp^ there c^lt^ 
be a re^at bfthe'Oklohoma rombing. They' 
must convince the people we need this bill., ’ 

Watch the news about the eastern terrorist' 
leader thegovemment supposedly caught ; : 
and is sending boc^ to Israel. The terrorist 
^up, “Hamns,” bos said, “If they send him 
to Israel. America will pay.” Is this cover 
another bombing so they can scare the pco$ 
pie into thinking they need this onli-teiror-^ 
»m bill? They tried to blame the militia foi^ 
.the lost bombing and finlcd. 

Blit we know it couldn't happen here, -'j . 
don’t we? They were just kidding when thejl* 
issued Executive Order Nos. 10995, 10997, 1 
10998, 1 1000 and on and on. Get these or- 
ders and read them; they'll scare the pants ' 
off of you. 

Gorto the patriot groups; moke yourselves! 
informed. It’s the only chance your kids 
hove to grow up as free Americans. As 

- American citizens, you’re obligated to moke 

- yourselves informed.- r 


TONY R. KIRK 
Fairfield 


By Garry Trudeau Mallard Fillmore 


By Bruce Tinsley 
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Opinion 


Truths show Americans what 
they don’t want to see: Reajity 


thureday, Sopto’fTibor 14. 1905 flmos-Nows. Twin Falls, Idaho A-7 


Buy your phone now at any authorized CommNet Cellular location 
_an<iget tw|M minutes^^as you'll pay for. Call 1-800 COMMNET for details. I 


Get it by Sept. 30 . 


A prominent senator reveals in his 
diaries that he cheerfully baners his 
influcnce^to lobbyists, and is more 
preoccupied with his young staffers’ 
breasts than with legislation. ‘ 

A police officer brags into a tape 


Robert L. Stelnbaek 

cred a fine human being be (tjerk 
after all? Could the America I've 
etched in clear areas ofllght and dork 


recorder of racist brutality and abuses fset be a land of gray? 


of authority, offering accounts so 


The 1971 publication of the 


vividly vile it’s impossible to believe Pentagon Papers, revealing the truth 


he could make them all up. 

Americans ore being force-fed a 
bitter tonic that is challenging how 
wc view ourselves and our society. 
Tlie tonic: reality. 

We Americans are notoriously 


about the ori^ns-ofthc Vietnam 
War, may have been the first'lmpor- 
torn challenge to our tradition of self- 
delusion. 

That tricklc'df uncut reality today is 


We Americans ore notoriously a jorrenL The videotape of Rodney 

self-righteous. It’s not enough for us King’s beating forced die-hard police 


•to be principled — we sec ourselves defenders to second-guess themselves, 
os above nrproach. It’s not enough to Evangelist Jim Btdtkw's tearful 
triumph over obvious evil ^ we sec admission of his financial and sexual 
ourselves os virtue personified. Wc transgressions convinced many of his 
> don'tjustdogood — we ARE good, most ardent followers they’d been 
We don’t like being reminded that ployed for fools, 
wc aren’t perfect, that our judgment Former Secretary of Defense 

might be flawed. Wc don’t like hav- • Robert S. McNarnara’s confession 
ing to question what we’ve always colossal etiore in judgment m he 
wanted to believe about ourselves. guided the Vietnam War effort 

So-wo:vo4>c<ome.«killful-ir»deiud — embarrassed man>M;hampions-oC- 

ing ourselves, allowing us to main- American mighL 
tain our beliefs despite contrary evi- The release of damning internal 

dcncc.'America is perfect, period. memos from the tobacco industry 1 
Anyone who challenges that is a trai- . forced ardent believers in corporat< 
tor, a whiner, a communist, a profes- responsibility and the puri^ of the 
sional victim, a subversive. marketplace to rethink their gospel 

But a recent flurry of confessions, Will this baptism in reality rnakc 

“^fapiis.'dlarles'and'othcrdirecrcvii uS amoicUctciiiiined-nohon of ■ ■ ■ 

dcnce of mischief is disrupting our deniers, rationalizing away even ^ 
comfortable self-delusion. Tlic line most unassailable evidence if it chi 

between the good guys and the bad Icnges our preferred world view? 
guys is blurring. Or might wc turn into a nation o 


Former Secretary of Defense 
Robert S. McNamara's confession of 
colossal etrors in judgment as he 
guided the Victnom War effort 




Airtime 



tain our beliefs despite contrary evi- The release of damning internal ,, 
dcncc.'America is perfect, period. memos from the tobacco industry has 
Anyone who challenges that is a trai- . forced ardent believers in corporate 
tor, n whiner, a communist, a profes- responsibility and the puri^ of the 
sional victim, a subversive. marketplace to rethink their gospel. 

But a recent flurry of confessions, Will this baptism in reality rnak c 

tapiis.'dlaries'and'othcrdirecrcvii uS amoicUctciiiiined-notion of ■ ■ 

dcnce of mischief is disrupting our deniers, rationalizing away even 

comfortable self-delusion. Tlic line most unassailable evidence if it chal- 

between the good guys and the bad Icnges our preferred world view? 
guys is blurring. Or might wc nim into a nation of 

Could some of the stories of police cynics, who will exaggerate ihcw 
brutality told by street punks be true? .sordid revelations to prove evil is 
Could accounts of sexual harassment everywhere and every paranoid fear 
told by distraught women be accu- is justified? • - 

rate? Might the politician I consid- Wc could, instead, use these sober- 


Sen. Bob Packwood 


ing dollops of reality to make us 
keener 'onalysts of our world, tcoch- 
ing tis how to be optimistic without 
being gullible. We could Icam tosec 
throu{^ the ploys of politicians, 

-ovangelisU-and-Ulk-show-hosts-who 

promise loo-cosy formulas to re-cre-. 
ate the America of our self-delusions. 

Wc needn't lose our pride in 
America — wc just hove to base our 
pride on our dedication to principle, • 
not on delusions of righteousness: 

No, we're not perfect, but we're try- 

“ing'damned hatdloHmprovc-our- 

selves. No, wc haven’t eradicated the 
Mark Fuhrmans and Bob 
Packwoods, but wc’rc working on it. 

Reality can't threaten that foim of | 
pride. 

Robert Stcinback is a columnist for 
the Miami Hemld. I Herald Plaza. 
Miami, Fla., 33132. 
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Write to us 

The Timcs-Ncws welcomes 
letters from readers on subjects 
of public interest., To-majetj sure, 
your letter is published prompt- 
ly, here are a few guidelines to 
remember: 

Each letter should include the 
writer’s signature, mailing 
■ address and telephone number. 
Typ<ywritt'<rn letters' are pre- 
ferred, because^ they allow 
histcr handling with less chance 
of error. 

Letters may be brought to our 
Twin Falls office, mailed to 
.P.O; Dqx 548; Twin Falls, 
83303,* or sent by fox to 
(208173.4-.5538, , 

Letters considered libelous, 
obscene or in bad taste will be 
rejected, as • wiU....matcrial 
expressing racial, ethnic or reli- 
gious bigotry. 

Wc do not publish verse or 
poetry, and. we generally 
remove or limit religious quota- 
tions.! Articles taken from pther 
publications will hot be reprint- 
ci .'i 

Because of space constraints, 
please limit letters to 400 
words. Longer letters will be 
shortened. The Timcs-Ncws 
reserves the right to edit all let- 
ters. ; 

Wc look forward to hearing I 
from you! ” I 




SEE CINEMAX<° FREE 

Thursday, Sept. 14 - Friday, Sept.15 

WIN! 

A Trip To St. Mbrttn In The 
CARRY^MEOFFTO TICCARBBEAISr 

— Sweepstakes 

Tuna In (o tha FBEE pravira 

tofindouthowyoucouldwln one oltivafabuIouseilay/S night trips tothe ' 
beautiful island of St. Martin. You'Iftty courted of AmSiigin Airlines and stay as 
a guest of La Belle Creole hotel. PLUS - during the f review, you'could be 

.^n Jnstant wlaaer of one.ot 2,500 FBEE Fuji QuIcfcSaap Camerail 

' ' But re member - you've got t o watch to win! 

AmericanAirllnes' . 

Stm*eOAi\^ */kxiat In tinmtr. 

WOW! 

Look at all the oraat entertainment you can see FREE! 


WATCHITFRES0NCABLICHANHEL10FREEUP6RADE0NPRBMIUMSERVICSS 
THURSDAY, SEPTEMBER 14 SUNDAY, SEPTEMBER 15 


7;15PM AlWttADS MOPM TBIALBYJURY 

MOPM WTHHONOftS lO.tSPM DNaWX FREE PREVIEW 

10:40PM CINS4AX FREE PREVIEW 110SPM NOESCAPE 

limPM MAVERICK 

'Not good on service switches. Preview availabis only to existing cable customers.. 


Dmes-lltewsGlassIfleils. 
Can 733-0931. 


Buy in • Rent Itt 
Lease Itl • m 


Videocable 

733-6230 • 536-6565 


SUIT & SPORT COAT 

BLOWOUT!! 





127 2nd Avo West 
736-2622 
T^ln Falls. . 


o on 
2nd 
Avenue 


Hours: 

Mon.-Fri. 9:30-6:00 
Sat. 9:30r5:30 


Sofa & I 
Love§eat ^ 

$04095 


Choice 

of 

Colorst 


For 

both: 


Grandma’s CuHe 
Bafyy 0£ The Week 

Ty Mchael Ehnnantrant 
Age6Months 

Enter tobt cixti baijr— wteD«n to be dtoecn by the pabBc. 

1 Toto per pcroeou.’Can oO year bnlly and Irtes^ to rata 
lor yoor ento btbil Craad prize winner «• be ■iiaoBiiced 

Se^ 3 ob In ■ Ihro renwte byKjOs 103. : .. . 


Full Size 
Sleepers 



Motion 

Sectional 

~BTae, xv/H RecUtaers^ 


Occasional 
l^les IS'- 

$49995 

5 -Pc. 

Bedroom Set 

$44995 

Oak FliiLsh, DrcsNcr, mirror. 
Ilcodboard. 2 I^ighl Stand.s 

Corner 

Sectional 

Eieather Look 

Otolcc of ColorN 

^ 399 *® 

Queen Anne, Button 
Tlufted Wing~Ch'alr$ 

$ 1 innSS 3 Colors 
B So ChtMINC 

dOSEOVT! 
Leatlser Match. 
Sofa & Kioveseat 

BlaelrlnrColor "" 

7 -Pc. 

Oak Finish 
Dinette 
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World 


Peru president presses for family planning: 


TYoops 

SARAJEVO. Bosnin-Hcrzgov-imi 
(AP) — Government soldiers and 
their Croat allies. were rapidly 
advancing on Serb-held towns in 
central and western Bosnia on 
Wednesday, sending thousands of 
Serb civilians fleeing. 

The Serbs were offering little 
^ resistance and appeared to bc.pulling 
back, indicating they were recon- 
ciled to losing less important territo- 
ry. Thcy'wcrc likely to lose the land 
anyway in a possible peace settle- 
ment. 

NATO also kept up its pressure on 
Bosnian Serbs, launching airstrikes 
on’ Serb-held territory around 
Sarajevo. 

In Washington, Defense SecrcUiry 
William Perry said he found no evi- 
dence of any civilian casualties in 
more than 100 NATO bombings 
since Aug. 30. The Russian govern- 
ment has accused NATO of killing 
Serb civilians, including children. 

The advance by Croat and 
Muslim-led government troops come 
as U.S. envoy Richard Holbrooke 
—began a new ruunilTirslranlirdlplo^ 
macy to settle on a plan to divide 
Bosnia’s territory. 

. Holbrooke was likely to tackle the 
difficult issue in meetings with 
Serbian President Slobodan 
Milosevic, who has negotiating 
power for the Bosnian Serbs. U.S. 
“ncgotlntorsAvere'carryihgTdfgc maps 
as they entered the talks in Belgrade, 
the Serbian capital. 

Last Friday, all three sides in . the 



U.S. pilots i^fk the .deck of USS America Wednesday during, 
maneuvers in the Adriatic Sea. Bosnian Sorbs could expect 
more attacks from cruise missiles If NATO pilots consider anti- 
aircraft systems still a threat. 

The Serbs have. refused to pull 


hold aoout two-thirds of Bosnia, 
would have to give up large pieces 
of it. They would end up with 49 
percent, leaving the rest for a Croat- 
Muslim federation. 

Incrcii.singly backed by Russian 
rhetoric. Serbs arc complaining that 
the NATO campoigh is unfair and 


ivcnpoi 


i-arouod- 


must be .sidppedr'The airstrikes start- 
ed on Aug. 30. two days after a mor- 
tar shell landed near a Sanijcvo mar- 
ket and killed 38 people. 


Sarajevo, the chief demand of the 
United Nations and NATO, claiming 
it would leave their forces surround- 
ing die capital vulnerable to govern- 
ment attack. 

AP Photographer Sava 
Radovanovic reported seeing a 
NATO jet fire four rockets at Serb 


towns 


age areas for Serb arriior and ammu- 
nition, not infantry, had been target-- 
ed in that attack. Initial reports indi- 
cated the targets were hit, the source 
said. 

Bosnian TV reported more strikes 
Wednesday evening in the samc< 
area. It also showed amateur video 
of a huge plume of black smoke 
near the town of Doboj, north of 
Ozren. 

. U.N. spokeswoman Maj. Myriam 
Sochacki confirmed that there wc^e 
airstrikes Wednesday near Sarajevo. 
NATO spokesmen said an ammtini- - 
tio'n dump was attacked early 
Wednesday, but could not give the 
location. A second bombing mission 
was called off due to bad weather. 

Bosnian officials have promised 
not to take advantage of the 
airstrikes to attack arouncL^Samjevo. 
But they were not asked for any 
such promises elsewhere in Bosnia, 
and the NATO campaign may have 
diminished the Bosnian Serbs’ abili- 
ty or willingness to fight. 

ior-Bosnian-army-offlc 


BEIJING (AP) — Saying 'the 
women of his country ddserve a 
_chance_to_cscajie-pQ.Ycrty,_Ecru!s_ 
PreSideht Alberto Fujimori vowed 
Wednesday to continue a family- 


ploniiing crusade that has provoked 
bitter opposition from the Romu 

.^thq^Uc.ChurdL- 'Az . 

*i will keep doing this. I am $0 
stubborn!” he said in an interview^ * 



infantry positions biTthc Irbnt'lincs 
near Lukavica, a Serb-held suburb of 
Sarojevo. N/yrO sources, who spoke- 
on condition of anonymity, said stor- 


said that NATO destroyed an 
important Serb communications 
-tower on Ozren lost week, and since 
then there appeared to be little. rea- 
son for the Serbs to keep fighting 
for tlie region. 

One NATO spokesmon said the 
b ombing campaign ha d.o “pretty 
TTcuvy impacl” on Serb communica- 
tions, which could ofTect comman- 
ders’ ability to coordinate move- 
ment'of major units. 


SpOA-tsM&a/^ & Aaae^SOAies 
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Belarus downs baUoon, 
kUling American crew 


MINSK, Belarus (AP)-— The 
Belarussian military shot down un 
American gas balloon flying in un 
international race, killing both crew 
members, officials said Wedne.sdoy. 

A Belarussian military helicopter 
opproached the bolloon and 
demanded by radio that the Kt/o 
Americans identify themselves, a 
government statement said. The 
balloon was shot down after the 
crew failed to heed radio calls or 
' wa rning shots, it said. 


A second American ballo^on was 
forced' down, but it.s cfcw is safe, 
the U.S. State Department said. 

,Thc shooting occurred Tuesday 
near an air base and an adjoining 
missile base near the village of 
Betyoza, dose to the Belarussian- 
Polish border, the U.S,. Embassy in 
Minsk said in a statement. 


• In Washington, the State 
Department said American authori- 
ties were not notified of the shoot- 
ing for -24 hours. Spokesman 
Nicholas Burns called the delay 
unacceptable. 

“We arc making very strong, 
diplomatic protests. In this day in' 
age, in the post-Cold War era, for 
*Bthis type of thing to happen is 
deeply regrettable.” he .said. 

Bums said the identities of the 
two men wou ld no t be released . 
until relatives had been notified. 

An embassy official has gone to 
the site to recover the bodies and 
invosiigaic the shooting. 

The balloonists were toking part 
in the Gordon Bennett gas balloon 
competition, a race founded heWs^ 
paper magnate ;.Jamcfi Oordoh;.. 
Bennett and first Held in' 1 906. 


Zhirinovsky says woman enjoyed beating 


MOSCOW (AP) — Vladimir 
Zhirinovsky shrugged off criticism 
Wednesday over his latest brawl on 
the floor of Russia’s parliament, 
and said Uie women he fought-with - 
probablyenjoycd.it. 

“Such women dream of being 
raped, but no one wants them.” the 
headline-seeking ultranationalist 
said of fellow lawmaker .Yevgenia 


Tishkovskayti, whom he grabbed 
by the hair and throat in Saturday’s 
scuftle. 

.Tishkovskayo said she planned to 
- sue the 49-yc:ir-oId Zhirinovsky for 
100 million rubles (S22.000). She 
and other lawmakers demanded he 
be tossed out of the Duma and that 
criminal proceedings be started 
against him. 


Last Chance For 
Summer Savings! 



A Sale So Successful 
It's Been Extended 
Through September 30th! 

*..No Payrrients-Until-96 

With Approved Snap-Cretiiit.** - . 

See your Snapper Dealer for Rebate Coupon. 

■"See your Snapper Dealer for details. 
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GREAT NEWS! 
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Sportsquote 


66 

Agassi had that 
waterad-down look, 
like an unfinished 
gin-and-tonic that 
spent the night on 
the coffae table. 

99 

~ San Francisco writer 


Jenkins on the 
U.S. Open tennis final 
■ between Andre Agassi 
and Pete Sampras 


Globetrotters finally 
lose after 24 years 

"VIENNA, Austria —.This Harlem OIo- 
. bctroitcrs’ 24»yenr, 8,829-gamc winning 
streak is over. ' 

It ended Tuesdoy night in e 91*85 loss 
against a team led by Hall of Famer Ka- 
reem AbduUJabbor, who scored 34 points. 

It wos the Globetrotters’ first loss since 
; Jan. J5..197i, .when they lost .100-99 .to 
the New Jersey Reds. 

The Globetrotters arc currently touring 
.. .Europe, and arc facing Abdul-Jabbar's 
team in an 1 1 -gome senes. They' won the 
first t>vo games of the tour, '91*90 in 
Zurich, Switzerland, on Friday and 58*52 
in Holle, Germany, on Saturday. 

The 48-ycar*oId Abdul-Jabbar made 
. 15 of 16 shots from the field and former 
New York Kniek Bo Kimble scored 13 
points and had eight rebounds. 

Vandals give startingQb-job- 
to Brian Brennan for now • 

- toonftn ’has .the' 

Tonn'e/anhouh^i; 
ihat'sm^p'had moved' back ahead 
.Enc.TOtoW OH' the, 'dc^h .chart. However,, 
-Torm^^dhe drouJi^'iiiait until Thursday 
>t6 .hamp Saturday’s sterling quarierbaej^ 
oild'thatboth BrcnntiD and Hisow will play 
in the home opener against Sonoma State. 
.''-.Brennan’s sore thro'wihg arm is“much 
bencr.jHe’s had a good week of practice,” 
Toririay soidt ''1, think they’ve both gdnen. 

( benccii^pasf week”- . '. .. ‘‘ 

'• Hi$t#s^rtdd.in iHqbo’s first game, a ' 
14^7J®s,'at OrMon State, biit. Brennan- 
.ployed^ost of the second half. Bretman' 
replaced Hisaw os the starter at midseason 
lost year when Hisaw went down with o 
knee injury. 


Twin Falls Muni to hold 
men’s, women’s scrambles 

TW^ FALLS — Twin Falls Munici-. 
pal Golf Course. will host its annual 
men's ond women's association mixed 
scramble Sunday morning. 

Those participating should register by 
8:30 a.m. to allow for team drawings and 
a 9 a,m. shotgun suut. 

Fee is S20 per individual and both as- 
sociolions will provide added money. 
i“A luncheon will followiplay.' 

;■ Cppqiilefl {torn staff sod wiie.iepoita 


Sportslate 


•Today 

VoUtybalt 

Bliss at Diotrich, 6 p.m. 

.. Buhl/Shoshono at Gooding, S p.m. 
Pocolollo/Jorome atTWIn Falls, 6 p.r 
Kfltchum ot Richfield. 6'p,m, 

Salmon at Wood River, 7 p.m. ^ 
Comos County at Carey, 6 p.m. 
Oakley at Cestiaford, 6 p.m, - 
Wendell at Dado, 5:16 p.m. - 
Valley at Glenns Ferry, 6:30 p.m. 

■ Kimberly at Flier, B;30 p.m. ' 

. Raft River at Hagarman, 7 p.m. 
Murtaugh at Hanaan, 6 p.m, ' 

High school aoocer 

' — ISOB at Burley. 5 p.m. 



Albertson stuffed 
in CSI home debut 


By Karen Baumert ' ' . / - i 

Ttmes-News writer 

TWIN FALLS - Pass, set, crush - unless, 
of course, it starts with an ace. 

The College of Southern Idaho volleyball 
team treated about 400 fans to a killing of 
the Albertson College Coyotes 15-1, 15-6, 
18-16 in its first home match of the year 
Wednesdoy. 

"I expected from them what they did," 


pul Albertson up 7-5. 

From there on the points bounced buck 
and forth until ,CSI led 12-10. Then the 
Golden Eagles sqorcil two more to serve for 
mutch point. 

But u couple of kills by the Coyotes re- 
vived them und Albertson scored the next 
five points u^o ulieiid 15-14. 

Lillie Robinson put down two kills lor the 
Golden Eagles to tic the giinie. A Coyote 
setting error gave CSI another ehunce at 
match point. 

Albcrl.son claimed side out on u kill und 
then tied it with an ace, 

The Golden Engles put away the nmteh. 
winning the next two points on blocks. 

' "* ‘ more balanced 


MKS aALaaURYmwTVrwNm 


said Albertson coach Derok Soderblom 
about the Golden Eaglcs./'I just expected us 
to play better. I don't think our play should 
chonge that much by whose on tne other 

side of the net." ^ 

[ BuH^d^d^c^eciaiiyiI^hc-f^^s^gn^re: -Th'e'iinrirgume w»s 

I CSI’s Pcrcilla Donald started out the Soderblom said, 
match serving 10 points before Albertson 
ever had a chance to serve. 

She rocked up three of the team's 13 aces 
for the night during that stretch. 

"I thought it was really hard to get into the 
I match,” said CSI coach Ben Stroud. "We 
|_ were fired up and the cro^d was fired up 
I dhd then all we did was serve.” 

But the easy wins in the first two games 
gave the Golden Eagle bench a chance to 
shine too. 

"Our second string competed reolly well," 

Stroud said. "Wc had a couple lapses and 
didn't pass well but they played hord." 

Those lapses come after CSI took a 5-1 
lead in the third game. 

The Coyotes took advantage of three CSI 
errors and a Albertson kill to tie the game. 

A Coyote acc and a net violation by CSI 


But he said that it was hard for his players 
to play in a rhythm after being shelled so 
hard in the first two games. 

Katiane Simmonetti. who finished the 
night with eight kills and 10 assists, said the 
team is starting to play together better. 

. ...!lThcre_arc not as.mnny_mist«kcs,!lSim.- 

monetti said. 

CSI takes its 23-0 record to Spokane. 
Wash., today to compete in a 6-tcam tourna- 
ment. 

Stroud expects to sec the most competi- 
tion from Spokane Community College .and 
Highline Community College of Seattle. 
Wash. 

"Those arc the two premier teams in the 
Washington-Oregon area," Stroud said. 

Ricks, North Idaho and Olympio. Wash, 
will also be there. 


All’s not quiet on the sports labor front 

-ni _ 11 —-■■■■ ^ ^ 


Players approve deal, 
but bumps still exist 


Hie AModated Piesft 


* "“’CHICAGO “ The NBA'ls back liTbusi* 
ness. Well, almost. 

. Player representatives ovenvhelming up- 
,|^pra>;d a six-year contract Wednesday, then 
. , ’ PB{i 9 M the boil to the owners, who arc expcct- 
^ give their approval later in tlic week. 

" Wi^ete may still be a few bumps, however. 

" vote by player rcprcscntaiivcs was 25- 
~ ',2 iri'favor of the deol, with' aihree-quortcrs 
void heeded for approval. Boston and Sacm- 
'• ,inento cost the dissenting votes during a 35- 
' rninute meeting. 

"We’re all smiles today,” said tlie Knicks’ 
ChoHes Smith, a union vice president. "It was 
a long, tedious process. A long, long time 
’ waiUng to get the season stoned." 

• Said Bulls player rep Steve Kerri "1 think 
die season will start on time. I guess it's not 
quite a done deal. There ore a few tilings to 
iron out. I wont to get to camp to play.” 

The vote clears the way to li0 die lockout, 
which, hos been in place since July 1 and was 
the NBA’s first job action. Training camps 
would open as scheduled Oct. 6 and the sea- 
son would begin on time Nov. 3, if the own- 
ers opprove the deal as expected. 

“We will promptly submit the deal to the 
owners for ratification, and wc hope to have 
their opproval by Friday afternoon," NBA • 
deputy commissioner Russ Granik said. "Wc 
.would be able to lift the lockout and resume 
normal operations onMonday. Septcmbcr 18." 



APpMo 

Knickand union vice president Charles Smith (left), union chief Simon 
Sourdine (center) and Trail Blazer and union president Buck Williams an- 
nounce Wednesday’s player approval of a deal with the NBA owners. 

Tlicrc arc still potential impediments, in- 
cluding one from Sacramento’s Mitch Rich- 
mond. 


Riclimond has filed a charge '^ith the Na- 
tional Labor Relations Board questioning 
whether playcre were coerced during their de- 
ccdificalion vole in the past two weeks. 

That vote was counted Tuesday ond 
was overwhelmingly in favor of keeping 
the union. A group led by Michael Jor- 
dan and Patrick Ewing led the movement 
to decertify. They claimed players could 
get a belter deal by dissolving the union 


and fighting the NBA in court. 

David Odom, an attorney representing 
Richmond, said he expected to hear from the 
NLRB next week. 

"Wc know there were players who voted in 
favor of, not decertifying who were opposed 
to the collective bargaining agreement," he 
said. "But rcolly they voted, the way they did 
because they were afraid all or port of the sea- 
son would be lost pursuant to threats of com- 
missioners (David) Stem and Granik. That’s 
illegal coercion and that’s what Mitch's case 
is based on. Wc think it has merit." 


Baseball owners no 
closer on agreement 

The Associated Press 

DETROIT National League presi- 
dent Lcn Coleman wants the PinileK to re- 
main in Pittsburgh and expressed "guard- 
ed optimism" Wednesday that Kevin Me- 
Clatchy will buy the team. 

"Our hdpe is that McCluichy's group 
will be succe.s.srul during this 1 0-day win- 
dow," Coleman said after a 2K-hour 
meeting of NL owners. 

The.lO-membcr con.sortium that owns 
the, Pirate.s has been tryirig.to sell the 
team since Aug. 3, 1994. McCtnichy, a 
newspaper heir from Saernmerito.- Culif.. 
has exclusive negoiiaiing' rights through 
Sept. 22. William Collins III, who in 
March failed in his bid for an expansion, 
team, NYimts to buy.tiiu Pitsues and move 
them 10 Washington. 

Coleman made it clear that baseball 
owners back McCIalchy’s group, bul re- 
fused to rule out a po.ssiblc move. 

"There’s always a chance, but our first 
priority is to keep the team in Pittsburgh." 
he said 

On the middle day of their fall quarter- 
ly meetings, owners said they will vote 
Thursday on the S85 million .sale of the 
Oakland Athletics from the Haas family 
to a group headed by developers Steve . 
Schott and Ken Hofmann. 

Please see OWNERS/B2 


Friday offers key high school matchups 

Young Bruins vinder fire vs. Borah 


SPORTS LINE 

PRO • COLUCt • HIGH SCHOOL SCORiS 



For the latest scores call - 734-6326 

and follow tht simple Instructions. 
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^-mrdjhpatests impact on .title hopes 

By'IjtnyHdvcy- 
Times-News writer 

.' 'Crunch ’time begins hitting hard in the Canyon and Sawtooth 
eight-man conference this week with a pair of gomes that should ot 
least settle championship directions. 

The features will find undefeated Dccio, 2-0, traveling to Good- 
ing, 1-0,' for a 7:30 p.m. game while Carey will be honle to Rock- 
land at 4 p.m. for a bottle of whot appears the two of the stronger 
eight-man teams in south-central Idaho. North Gem.and Camos 
. County -appear to be the other eight-man teams with strong title 
hopes while Shoshone can’t be counted out despite a loss to Rock- 
land. 

. Gooding has cruised to a pair of victories over Class A-2 oppo- 
nents,' Wood River and Biihl," scoring 4 T points on each occasion. 
Declo also is averaging 41 points per game, beating Aberdeen 40- 
14andFiler42-I2; ** ® - 

Gooding has allowed 30 points while Declo has given up 
24. 

• Rockland has rung up three straight victories, although two of 
Aemjlaye been ot ^,e >virc._Aftcr_whipping Hansen 41-6 jn the 
..bpeticr, ihc^Bulldogs liipped North Gem 8-6 in overtime and 
Shoshone 18-12. 

Carey is the defending league and state champion and appears' to 
have the speed to bring more ornamental hardware to the trophy 
cows. The Musbers have toppled Richfield and Casticford by 44- 
point margins and have a forfeit over Sho-Ban, which is foregoing 
' this year’s grid season. 

, The other leagues are still tuning up with non-conference foes 
— with the exception of Twin Falls which will be invading Bor^ 
in a ployoff-pod game. 

. The Canyon Conference schedule is rounded out with Wendell, 
3-0, at 'Filer, 1-2, and Kimberly, 1-1, ot Valley, 0-2. Pace-setting 
Glenns Ferry, 2-0, is stepping up a classification to entcrtoln.the 0- 
3 Buhl Indians. . 

In }fae other eight-man gomes, Camas County u^es its undefeat- 
ed boost to Bancroft where the North Gem Cowoys have only 
that overtime loss tq-Rocklandogoinst them. * 


Please see FOOTBA,^i^i^^Pti| 


By Larry Hovey 
Timcs-Ncws writer 

TWIN FALLS - The young and undefeated Twin Falls Bruins 
march into fire test No. 3 Friday night, invading Boise Slate’s 
Bronco Stadium to meet the 3-0 and third-ranked Borah Lions. 

The game will begin at 6 p.m. and be followed by another Class 
A-1 banle between Boise and Centennial. 

This is Twin Falls' first playoIT pod gome and will count toward 
participation in post-season play. 

Coach Mark Schoal flatly states this will be a tough assignment. 

"They ore huge on both sides of the line," ho said of the Lions, 
ticking off 6-feet, 6-inchcs and 280 pounds. “Their offensive line 
averages about 240 pounds (280, 265, 260 and 195) and their de- 
fense is'in the 210-pound area." 

Schaal-said he believes the Lions will thus try to establish this 
os a battle of the trenches. 

"They appear capable of throwing the ball a little better than the . 
last cqupjc of seoson but they prefer to run it," he said. 

.The Lions us^ly go with on opti^, pounding the fullback in- 
side behind that big line or pitching bock to spMdste^Bob Gray. 

It was Grab’s 49-yord punt return that set up the only touch- 
down in Borah’s 10-0 season-opening win against Hillcrest. 

Because of that, Schaal says "Gray is very explosive and while 
he wtU-be difficult to contain on sweeps, wc have to keep the ball 
away from hirrt on special teams.” 

On defense, the Lions “use a lot of 4-6 and stunt their inside 
iincbackers. 'They use a lot of one-on-one coverage in the sec- 
ondary. 

"T^at gives us a chance to pull off the big play - if we can pro- 
tect the quarterback long enough for him to deliver the ball." 

Schoal said the Bruin running game worries him now because 
against Minico’s larger defensive line “we weren’t very tou{^. Wc 
thought we could run better than We did but their defensive line 
controlled us." * 

He said post-game film reviews indicate port of the problem 
was unaggressive blocking by running backs. 

"So , We’Ve worked pretty hard on that this-week. We’re trying to 
strcM to them ihai they can'’t relax just b^use tiiey aren’t cany- • 
ig the ball," he said. " f 


Idaho Women’s 
Amateur champ 
leads USGA 
senior tourney 

The Associated Press 

ST. PAUL, Minn. — Jean Smith of 
Boise shot a 1 -over-par 74 Wednesday 
to take a thrcc-strokc lead after the first 
round of the 34lli USGA Senior Wom- 
en’s Amateur Championship. 

Smith, 54, v/ho earned n sixth Idaho 
Women’s Amateur title this summer, 
offset three bogeys with two birdies. 
She was the only player near par over 
the 5.8 16-yard layout at the Somerset 
Country, Club, finishing comfortably 
ahead of five players who tied for scc- 
.ond.at 7,7. 


Smith holed a 20-foot uphill birdie 
putt at the 156-yard No. 4, -but bo- 
geyed her last hole, the 467-yurd Nor 
9, to lose her chance at matching par. 

“I don’t like to protect a lead, 1 
would much rather go after it," Smith 
said. "But I have aspirations to win, 
and I think anything is possible is you 
come here with thoughts in your head 
that you arc going to wip." -t 

Nancy Fitzgerald of Carmel, Ind., 
nmner-up in this event lost year; Chris 
Epperly of Virginia Beach. Va.; Jo- 
Ann Lindsay of Edina, Minn.; Eliza- 
beth Curlin of Versailles, Ky.. and 
Jane Moffatt ofCanada all shot 77. : 

. The defending champion. Marlene 
Streit of Canada, shot 78. 








TIimB^ewa, Twin Falls, Idoho Thu^ay.-Soptomber 14, 19dS 


j^iflanta clM dMsion title in 9-7 victoiy over Roc^ 


DENVER (AP) — The Atlanta Braves 
became the first National League team to 
win four straight division titleSj clinching 
the East on Wednesday with a 9-7 win over 
Colorado coupled with a loss by second- 
place Philadelphia. 


Fred McGrifT hit a three-run homer and in three runs ns St. Louis completed a three- 
two doubles and Ryan Klesko drove in two game sweep of Son Francisco. 

.. - .. 7^,. r-nn-linnU luhn th,> r? nnr« 7 1 .C 


runs with a pair of doubles. Jeff Blauscr hit 
a solo home run and Marquis Grissom had 
three hits as the, Braves ended-their three- 
game losing streak. . " 

The Rockies, who lend the NL West by 


Bobby Jones (9-8) got his fourth straight, vic- 
Major Leagues toiy, allowing nine hits while striking out four 

- and wolking one in eight innings. 

Buford.-acquired-froni the Baldmore-Orioles- 

'‘(irHInale fl 4~'ian*c /I in July in o trade for Bobby Bonilla, hos reached 

V base safely in 20 ofhis last 42 plate oppcaranccs. 

ST. LOUIS — p.vid Bell homered »nd drove jelTBa^ell hit .two-rm homer fbrHonjlon, 
Ihree rone o. Si. Loin, eomplelod o Ihree- Dodaom in 

inmswc^ ofSnnFranciwo. Ihc wild cord nme; Los Angcle, lost m Chiengo 

TJe Carf.nals, who oouoomd *o G.ams 31-9 ^ Hs^pton (9-7) took Iho 

Iho senos. won the.r seeson-h.gh sixth in o |„„,<l„Ung 4 2-3 innings tsnd yielding six runs 
o' » t,4- _j iji.' U-.4- 1.. 14 on nine hits and two walks. 


Cardinals 8, Giants 4 

ST. LOUIS — David Bell homcred and drove 


Ihortstop Chad Fohvillc, who had no ploy. ■ the first time since his trade w OaJdnnd m late 
Terry Adams (1-0), who pitched o scoreless July as the Athletics dcfcoted the Kansas City 
13th for the Cubs, earned his first major league . -Royals. • .. 

- victory — - — - McGwire’s homcr.was his^68th,.tying him 

wiih Reggie Jackson for first plocc on the Oak- 
Boston 2, Baltimore 0 land career list. . • 

BALTIMORE - Tim W.koliold allowed two _ W“"y ^ 


— Tim Wnkcfiddollow^ 'two D^nnia^EciicrsIcy with two outs in the ninth 
fl Dwayne Hosey • Royals within a run, but Eckersley 

hithls fint iMjof Icoguc homer as ‘he Boston ' Qaefii to fly .to center for his 28th 

Red Sojc ended their five-gome losing streak by ja-vc 


Ray Lankford extended his hitting streak to 14 
games with an RBI double in the third, ^but he 
missed an opportunity to tic Jim Bottomley's 


one gome over Los Angeles, had their team- learh record for homering in five successive 
record six-game' winning stfeok stopped, gomes. - 


Dante Bichette hit three doubles for Col- 
orado, including a two-run drive during a 
four-run rally in the ninth. 

Jason Schmidt (2-0) was the winner, tok- 
.ing over in the second inning after startipg 
piteWKent Mcrcker bruised his IcA tricep 
fielding a bunt. 


Expos 5, Phillies 4 

MONTREAL — Rondcll White went 3-for-4 
with' two RBls ond scored e run "US Montreal 
gained n split of the two-gome scries. 

White, batting .267. over on eight-game hitting 


baling Urn BiJlimoro Onolc. 2-0 Wndnc.dny (4.,), „„ki„g h|, ,|x,h „nj„, 

nig^' • j,-, ; , leanuc start, allowed three runs and six hits in six 

Hosty wcnt,4-for.5 w,lh TOO double nitd 3' “^Onkland. Tinon JKome (44t),nllowcd 
nS'fr.S f“r S,. nnd ,ix him in 5 l-3.innl»g. for Knnntx 


innings for his second victory in a row. Sergio lut four gomn, ringled 


his hitting streak to 15 games with an RBI single *?" . . . . . j- f 

in the eighth inning, and the Red Sox snapped ^ity, which has lost tivc or six. 
their longest skid of the season. - • _ , oi..„ - 

W^eficld(16-4) striick out two, walked three Rangers 3» Blue ' 
and hit a batter. He allowed only one riinner post 


Valdez (3-4) took the loss. 


home Joe Siddall to snap o 2-2 tic in the fifih. 

White nUo had an RBI single in the diird and 
later scored on Mike Liebetthars first of two 


Rangers 3, Blue Jays 2, 11 innings 

TORONTO — Ivan Rodriguez hit an RBI sin- 


PnHri>ea Pti-aSos 7 later scored on Mike Liebetthars first Of two 

niTTcni’iD/-ij D- Ah h-.. - D u .A passcdballswhilccatchingknuckleballerDcnnis 
PITTSBURGH . Pinch-hitter Roberto springer (0-1), who wis making his first major- 


first base. Rick -Aguilcfa got t>V<> ouis. retiring gle In the 1 1th inning and the Tcxm RnngcrA 
Cal Ripken on a grounder with runners on first beat the Toronto Blue Jays for their fourra 
and second to end the ume for his 28th save. straight victory. f 


(7-6) look ,h= logs. Icing StnijgT.™ 


for the first time in six starts. 


Gil Heredia (S-6) pitched one Inning of relief 


and second to end the ^me for his 28th save. 

Wakefield outpitched rookie Jimmy Hoyiles 
(0-!)i whpallowM three hits in seven itmings in 
his mojor league debut 


Reds 6, Marlins 0 


The Podres used five pinch-hitlers and a , wo innings for Ws 27th save, 
pineh-mnner against four Pirates relievers In the ^ 


' for the vletoiy and Mel Rojas worked the last Indians 5, Yankees 0 


straight victory. f 

•Texas moved within one game of New York 
for the wild-caid spot. 

Toronto lost its fifth In a row. The Blue Jays 
have dropped six straight extra-inoing games. 

Malt Whiteside (5-4) was the winner and 
Mike Timlin (4-3) took the loss. 


CINCINNATI — Pete Sehourek took a no- eighth, 
litter into the sixth inning and Barry Larkin Tony Gwynii opened the innmg with a walk 


eopi^ a three-run fifth with his 
'Cincinnati beat Florida. 


r as and Ken Cflminili singled. After a foreeoul,' .t'-t , t"7"Z — 7 

MmNmvIibiil.irBleaoITJonLlebcrtodrivein wij » b»«ca.li>nd,»l chopper In the i 3th Inblng el 

_ . . . 4. ...I. .r- AS r-h irefiBA lunvi flMnltie hlfvu/lns h lhfw».nin ImH 


Cubs 7, Dodgers 6 , 13 InnJngs 

CHICAGO— Shawon Dunston drove in a run 


CLEVELAND -h-i Charles Nngy pitched a Mikclimimi4-j)iooK«iciosa. 
thr^hhter for his first shutout in three years and _ 

Albert Belle hit his 37th home run os the Clove- . Tigers 5, BreWCrs 3 

land Indians stopped the New York Yankees’ DETROIT— Lou Whitaker’s three-run homer 

six-game winning streak. in the ninth inning lifted Detroit over Milwaukee 


X rh.iAV r« .hB a nm Brian Johnson Binch-hit an RBI double off 08 Chicago won despite blowing a thrce-nih lead , ' Shortstop OiWjVlaquel drove in three, runs fbr their fifth strai^t win. 


first, but he was thrown out trying to steal sec- Dari PIesac (4-4, 
.ond. Sehourek was perfect after that until the last two runs,^ 
Charles Johnson singled cleanly to center with Ron Villone (4 
one out Jo the sixth, Ing. 0 licbreakin 


the last two rons '' ^ ^ ChkasomovedWthiB'four'gMciioC'LbsAh-' 

Ron Villone (2-1) got the win despite allow- gel“ In, the NL wildcard tace. ’nieDodgera re- 
ing a liebreaking thrcc-nm homer to Nelson some behind first-place Colorado in 


who Bvdided'a'three'-gani'e'' sweep. They split the' era, who ore scrambling for a )vild-card AL play- 
season series with the Yankees ^6. I off berth. 


■SchourclrbecBmenhe*8econd*NlrTritchei~to — Lirienorio-lhe-sevenUirDoug-Boehtl^piiclied — 


dux. He struck out six and walked two in seven save. 


the final two innings for his first major league 


win 16 games, along with AUanta’s Greg Mad- the final two innings for his first major league Sami^v So“sa“ htt a 

dux. H/.»uPk uu. .lx »d w.lk.d TOP id »vc„ «.ve. ° 

H.lMom.mdB.ni»S™l,gobndbuck-to- MetS 10, AstroS 5 
buck doubla in lb. sroond oir Clm. Hnnunond NEW Yc5rK— D.mon Buford hit n pair oP ,o ihSw 

(7-6) to sivo lb. Rod. . 1-0 lond. In tho liRh, ho„or. mid Jeff Kont «nd Cl Evorolt hSd ono "" 

Sehourek led off with a bouncing single up the each, leading New York over Houston nnd pre- a ij_ Rmiilce relieved Dunston oot iust 
middle tmd nrorod on Mra.no Dunoon's doublo. vpnling Iho Astro, from goining n gnmo in llbo Lod^on L 0- 1 pilch to chop it higt to 

Larkm 8 homer made It 4-0. w il d card s t andings. ^ r r o- 


season series with the Yankees ^6. I 

Nagy (14-5) won his fourth straight stari, 
yr nlldng (w o ana striking out five in his ycond 


Whitaker and Alan Trammell played in their 


- ^ond I oisth game breaking th e ALryord for^ tp. 

complete game of the year and his first shutout mates of 1,914 held by George Brett and Frank 
since he pitched a one-hitter at Baltimore on White of the Kansas City Royals. 


iruiings. 

Hal Morris and Benito Santiago had back-to- 
back doubles in the second off Chris Hammond 


Aug. 8. 1992. 

David Cone (15-8) yielded five nms and n 
hits in sevro innings. 


; Athletics 6, Royals 5 


David Hulse homcred for Milwaukee and 
drove in all theree Brewris’ rims and Phil Nevin 
homcred for Detroit. 

Mike Fetters (0-3), who hod convened 21 of 
24 savc opportunitics, wos the loser. Dwayne 


OAKLAND. Cnlif. — Mark McGwire hit his Henry (1-0) pitched a scoreless ninth for the vie 
30th homer and Danny Tartabull homcred for toty. 



Bliss ties Wood River jayvee, 1-1 


BLISS — The Wood River junior varsity 
came from behind in the closiilg 10 minutes 
to register a I-l soccer tic with Bliss 
Wcdnc»lay afternoon. 

Bobby Campos had shoved Bliss ahead in 
. thcJiist 10.mmutcs of the. game. but both.dc-_ 
fenses' strengthened and it wasn’t until the 
closing minutes that Wood River caught up. 


High school soccer ' 


Wednesday afternoon, helping the Twin Falls 
girls soccer team bent Kelchum/Sun Valley 
Community ^hoo! 3-0 and run its record to 2- • 


Twin Falls 3, Ketchum Comm. 0 

TWIN FALLS — Katie Dane scored twice 


Dane, assisted by Holly Fiske on both ' 
counts,--scorcd-tn-the-firsl-two-minule8-and- 
agatn 30 minutes into the second.half. Sun- 
dei Geisler got an unassisted goal in the 
first half. 

Twin Falls' travels to Arimo Sanarday to meet 
Marsh Volley and Rigby. 


Carey volleyball downs Richfield 


The Times-News between the teams in the decisive 

' ^ match when she served nine straight 

-CAREY-— The Carey Panthers dom- winners. 

inated the third game Wednesday night The Carey jayvees stayed busy, bent- 
to take ti tight volIcyhairEaitIc from ing RichficTd'T5-13, 0n5‘, T5"-2”and 
Richfield 15-9, 12-15. 15-4. Idaho State School for the Deaf 15-1, 

Angie Ward provided separation 7-15,-15-12. 


Wood River runner wins invitational 


li Nelson, Gooding. - 


- Wood River’s Lars Flo- 


ra-outlasted Ketchum/Sun Valley's- Pat 


..Casey- in a roqsing stretch run to claim 
first place in the Wpod River cross 
country invitational. Wednesday. ; 

The two had run virtually, in unison 
through the total course with Flora win- 
ning by a second. 

It wasn’t that close in the girls divi- 
sion where Firth’s Katie Williams, sec- 
ond in the state two-mile last spring, 
won with six seconds to spare-over Jen- 


a. W«M«n 174. «nd 0. 0»u«y 3S1. 

Top 10-1. KaMWilUom*. rinn.3IOe:a. Jwv^Ndun. 
Good. 31:42: a. Sux«nno OalOraith. SS, 31:30: 4. Ann 0«pt> 
or. Dial, 33:10: B. Eftn Lyons. WH. 23:30: 0. Cuoy FuDor. 
SS. 33:30: 7. Tara Tororanaon.'SS. 33;30; 0. Wandy Wood, 
buiyrss. Z3;S1; 0. Morgan Hogua. WR.22:S<: 10. Carria 
Lyons. WR. 33:00 , . 


BoysOMalen 
1.8u^Salam.S4; 
113:8. Firm 130:0. 


3. RJrto01:3, Jarorns S7: 4, Wood RIvar 


189.8. Ooeid 308: D.Ooodmg 309: 10. Sr>^3ii. 

Top 10-1. Lsr* Flora, vm. 17:38:2. PalCaaay.KatctWffl, 
17:38: 3. Slava ProaeolL Finn. 16:13: 4. Uwli Hynisa. SS, 


18:38: 8. cnria Rood. Rida. 16:30:8. KsvM Wars, Sal. 18:43: 


Football. 


I BMiDWgDSnHtfpiT 
BLUUkLSvFnndKOI 
Oic*nMinMiO 


C»8o3b 4 0 10 CuTMd 

Sdtetfi 4 0 0 0 WMwft 
SuMf 4 0 0 0 FntmXi 


Ian DUgo (BMtO) « CMmM (W* 40). 
1035 un. 

(OtaiM 104) d nbctfgi (w«k- 
ar 4-141. USpiii. 

ItMlm (R>^ 8 1 Q « Naa TM (McM ;• 
.8).»4apai 


j Wild card standing 


iM1» 4 0 3 0 'FMMr* 40 10 
J(V»«id 0 0 0 0 lOdttb 3100 
SMdBil 0 0 0 0 Hggraiwf 3 0 7 0 
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Shoshone entertains Dietrich in a real 


invades Minico jayvees at 7 p.m. 

Only Buhl among the six Class A-1 and 


“dislike”, rivalry’. The Indians' are now 1-1 A-2 area teams will be in the district, the 

lyhilc Dietrich has lost oil three outings. Indians gomg to Glenns Forty. 


^ OF-Q*]nZLOS-CNeaee8.C#>rM& 
. 78-l|crs|hHR-OM«acn|14).C8- 
P1^ (tl MmsOi. ScfoUil 


Costlefoid, onothcr 6-3 team, comes home Meanwhile, Twin Falls meets Borah at 6 


to entertain Clark County in a 4 p.m. same. p.m. in Boise State’s Bronco Stadium, 


VAnM I Id 0 0 0 0 3 

TMaiaW.1-0 1 1' 0 0 a 1 

' - om gmd B 3 MMinoa 1301 busts — 
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CHaeo 

Mm^74 7 3d a 
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Clark County is 0-] . 

The Class A-4 1 1-man teams mostly ore 
lined up against large school junior varsities 


Minico'takes its 1-1 mark to Rexburg to 
play Madison and Burley, 0-2, is in More- 
land to play Shake River which will take 
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>p 0 0 0 0 

tnoanpti t 0 0 0 
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laiiWA 4 111 DaM3b 1113 
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0Mp> 0 0 0 0 MMA 10 0 0 
mtat 0 0 0 0 arpiib 4 e m 
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Thc exception is Murtaugh, 2-1, which thofhty, 
will be hosting Independence, Wyo., at 7 Jerome^ 1-1, has a date with the Tigers 
p.m. Fri^y* in Mountain Home and this Orange and 


KidoiA > 0 0 0 OtninV 6 3 3 0 


In Saturuy play, Hagermon travels to the Block game usually is a dbnnybrook. 
Burley Jayvees at I p.m^ Highland joyvees Wood River heads north to meet the Sov- 
comes to Raft River at 2 p.m. and Oakley ages in Salmon. 
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The American League also sald'lts oum- 
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Fish movement 


Ufbnt 7JP II 0 1.79 

AHAB B 0 01312 
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ers split'7-7 in a straw poll on whether to 

- eliminate-tbe~designatcd-hitter..-AL... 
spokeswoman Phyllis Merhige said the 
straw vote had .been idc'nticaL during the,., 
past few years. 

*rhere was no.evident.progress towaid a 

- collective bargaining- agreement-.with the-- 
players — or even a deal to guarantee the 

. postseason will be played. - 

Owners ore offering a $49 million contri- 
' bution to the players* benefit plan — the 
same amount called for in the contract that 
expired two years ago — in exchange for on 
agreement with the union to ploy the' post- 
spawn. 

L’owyers for the players are insisting ‘ 

- owners give credit for service time lost dur-— 
ing the 7ki-month strike. 

f Randy Levine, the New York City labor 
commission^ whom the owners iotend.tp 
hire as their new labor negotiator, was to ar^ .' 
rive in Detroit on Wedo^day ni^L Levine;, 
.would reploce Richard Rovitch,'who 'was let 
.go lost November, when hft fell out of favor 
"with octlng commissioner Bud Selig. 

: — Allen Kaotarian,.set to bccome-b^balI.’s — 


new ihorkcting head, also was to meet with 
owners. Kantian is chief operating officer 
of entertainment and marketing at Rodio 
..City'Music.Hall.inJ<Iew..Votk. — 

On the television front, Philadelphia 
..Phillies Q,yvoer Bill Giles said baseball 
won’t even discuss deals for next- season 
until Oct. 9, when the exclusive negotiating 
- window -wi^ ABC-ond NBC expires. Those 
. two networks ore pulling out of their joint 
-venture with-base^Ilr and owners -hope to— 
get CBS ond Fox involved in (he bidding. 

Giles said rights to some playoff games 
could be sold to cable netwotksi and ^t he 
hoped to scrap this year’s system of playing 
many postseason games simultaneously. 

“One of our goals is to put all of ^e ^st- 
seoson games on TV separately, not regibh- 
olized,’’ he sold.- — • 

Owners hope* to complete a new deal by 
mid-November. . « ^ 

. . Chicago .White- Sox chairman Jer^ 
Reln»4pH'i:B member of baseball’s owner- 
ship’ ebthmittee, soM his group bod not . yet 
finished processing the proposed sole of '25 
percent of the .California Angels to Walt 
Disney. Co., which would take over control 
■ofthe-franchise Aom.Oene Autty— — — . 










Bowler f^s just short of perfectibn 


Howlo Hiomob, bowling on thb 
Industrial League ' at the 
Bowladromc, rolled 225/225 and 

was' hoplng;-fora"frtfilichTc 

rolled His third game all the way 
to a 299. Way to go, Howie| \ 

A1 Gh^man rolled a 940 hand- 
icap four-game series to earn the. 
•title, of “Champ’ion” at the , 
September N.A.B.I. Tournament. 
Second with 864 was Cory 
Lucdro. Eric Simona took third at ' 
835 and’ fourth went to Dave 
prown at 826: 

.’ High ’Game" pots went tO‘ 
Chapman 259/251, Lucero 220 
and Leslie Wheeler 238. Rick 
' ^ckaoir and Lucero were Match 
Play winners and Brown got the 
strike to win the Turkey Shoot. 



The October N.A.B.l. 
Todmameht will.be on the Sept. 
14 at 7 p.m. at the Bowladrome. 

At last week’s Scratch Sweeper, 
Dean Dorlond claimed first place at 
'853 .for S65 at the Magic Bbwl, 

Leon Klimea and Jerry Miller 
tied at 820'fdr second ond'thlrd tp'- 
win S34 each. 

.' High gome pots went to Miller 
253, Borland 233/228 and Klimes 
236. Second place went to Klimes 
236, Mike Goodaon 223, Brian 


McGregor 223 and Cozy Moore 
225. A little reminder that the 
Scratch Sweeper has moved to 
"'W^'dhcSIay nfghfs at 9:30 p'.ih. ' 

Splits picked recently: Traci 
Lattimer 4-7Alf).and the 5-10. 
Elaine Kolleckler and Cory 
Lucero both picked the 6-7-10. 

Cielita Lopez finished second 
at the Junior Scratch Bowlers 
Tour this past week end. Roiling 
oh M9 for five gomes in the first 
round of qualifying she .was In 
'secdn'd'placer Her 341 two^gome 
match play left her top qualifier 
for the step ladder finals. Rolling 
a 188 game, short only by three 
pins, she took the second place 
spot. Great bowling, Ciclital 


Bowling the most pjns over 
average on a three-game series 
'thTs~pasf ■weclc '-went~to~Jiirr' 
DeVries 196, Dean Dorland 181, 
Don West 164, Felix McLemore 
ISS, Howie Hinmon 1.49, Mark 
Breske 135, Dave Dellett 134. 
Viv Leazer 127, Nancy Bond 
118, Shirley Jeake 105, Tom 
Glass 98 and Gloria Knowles 94. 

The Gutter Gnssie Tournament 
for women will be in Shoshone 
fbis year. Entry forms are avail- 
able at your bowling center and 
entries close on September 24. 

Thelma Tucker writes a weekly 
article for The Times-News. You 
can contact her at 733-43S7. 


4^SpoPts 


Asleti:, Undhjem tie for tops 
at the Rupert ladies intercity 


RUPERT - Joy Aslett and 
, Virginia Undhjem claimed medalist 
.honors in the ladies intercity 
Tuesday nt the Rupert Country 
Club. 

'. Aslett and Undhjem each shot an 
81. 

Linda Fennen and Sergene Jensen 
“'tic'dTdrTewnd'gr<yss“awd"Bclva“ 

Rupert Ladies- Day 
has two winners 

RUPERT - Clarice Groesbeck 
and'Johnie DeBlaqiitcre took Hrst 
place in the Rupert Ladies Day 
Wednesday. 

The format was tic tac toei 
Men’s day is Saturday at 10 a.m. 

- witbo-four-person-cha-cba-cha. 


Heinze and Sergene Jensen tied for 
second net at 66. 

The l^ies from Jerome Country 
Club collected the most points for 
the ^y. 

' In the overall standings, Jerome 
County Club is in Brst followed by 
Twin Falls Municipal and Blue 
'takerCountryClub: ^ 


Area co-ed softb^l team 
places 2nd at tournament 


Sports/Hotsy Steam Store, a co- gomes to move into the champi- 
. f onshipoflhe 15-team tourna- 
ment. ■' 

DulTy's Tavern of Pocotcllo 
won the tournament 
Co-ed Naked from Twin Palls 
took second in the consolation 
brack^-~ 


ed softball team from Twin 
Falls, took second lost weekend 
in' the Pocatello Stow Pitch 
Softball Association tourna- 
ment.. 

After losing its opening gome, 
-Donnalleys/Hotsy-comethrough 


Send us your sports items 


Do you know of a local sport- 
ing event that ought to be In the 
paper? Tell us about iU 
. Call Karen Baumert at The 
fimes-News, 733-0931, ext. 
239, or drop It by our office at 
Jl3Z3rd_SL.W 


Copy also can be mailed to 
P.O. Box 546, Twin Falls, 
83303-0548 or F/OCed to 734- 
5538. 

Items should Include first and 
last names and hometowns for 
_al(.people_mentloned,,tlie_date_ 


and place of the event and what- 
ever scores or places won for 
the participants. Please Include 
a name and number where 
Karen can get more Information 
if needed. 

jPhq^raphs are encouraged. 


“I” 
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Vandals reach 
record ticket level 


MOSCOW (AP) — Ticket 
soles arc up at the University of 
Idaho. 

Athletic director Pete Liske 
said 0 record of more than 3,000 
season tickets hove been sold for' 
football games at the Kibble 
Dome, where school officials 
unveiled SI million in 
improvements on 
Tuesday. 

Liske also said he 
was confident the 
NCAA will approve 
changes in January 
that should make it 
easier for Idaho, to 
schedule Division 1-A 
' football teams. 

The changes essen- 
tially would eliminate 
the need to expand the 
Kibble Dome or 
attract 17,000 fans per 
home football game 
over the next four years to 
achieve I-A stams. 

Tickets olrendy are scarce for 
two of Idaho’s four home games 
— Ocl. 21 vs. Montana and Nov. 
18 vs. Boise State. Liske also 


Idaho jumps from the Big Sky . 
.Conference, .which plays- 
Diyisibn 1-AA fooiball, to the 1- 
A Big West Conference next fall. . 
But- the NCAA has ruled Idaho, 
must technically remain n I-AA 
program because tlic school lacks -- 
a 30,000-scat stadium and has 
not averaged 17,000 
per home game over 
the lost four years. 

Even with no 
NCAA rules 

changes, Idaho will 
operate in virtually 
ail ways as a I-A 
football program and 
be eligible for the 
Big West champi- 
onship and Vthe 
accompanying trip to 
llic Las Vegas Bowl. 
However, Idaho’s 
official I-AA status' 
hurts the Vandals in. 
scheduling bccau.se the NCAA 
has required teams (o have six 
victories over 1-A opponents in. 
order to play in bowl games. 

Liske said that rule als'b may ' 
be eliminated at the NCAA con- 



— expectsTrl n T g e- c ro w d-for-the — vention— in— J anuaryT— and— he- 


Oct. 14 homecoming' game 
against Eastern Washington, and 
he predicts 10,000 to 12,000 will 
attend Saturday's home opener . 
against Sonoma State. 

Average attendance was 
10,296 last year. The Vandals 
drew more than 12,000 only once - 
lost season and have drawn more 
than 12,000 for a home opener 
only twice since the dome was 
finished in 1975. The Kibbie 
Dome a maximum of 1 6,000. 


expects bowl teams lo be select- 
ed entirely on the basis of order 
of finish in their confcrcncc.s. 

Meanwhile, Idaho has spent 
S250,000‘on new- lighting* and 
SSOO.OOO on the sound system at 
the Kibbie Dome. And Pepsi and 
-West Onc-Bank-has-donatcd_lj 
$225,000 to the athletic depart- 
ment for a new scoreboard with 
four-color graphics. 

“It's a whole new domci’’ 
Liske said Tuesday. 


Chargers lose power 
as Junior Seau slumps 


Your scores and stats 
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6-man football: Little towns and big crowds 


■ Tbe Associated Press 

— — -ThegoolrforSaturday-night’s-high4cboolgamc_.. 
in Brownwood, Texas, is 6,000 far^ .which isn’t, 
much unless you consider tbis is six-man football. 

And consider that the combined population of 
the two opposing towns — Mullin, Texas, and 
.Weldona, Colo. — is400. 

But this is os close as it gets to a national cham- 
pionship in six-man football. 

Mullin is ranked No. 1 and Weldon Valley is 
right behind in prcscason rankings done by 
Tommy Wells’ Six-Man Football mogazlnc. 
Several otfier publicntions also have the teams 
among tbe nation's best 

It’s a far cry from normal six-mon games. - 
which genenflly ore ployed in tiny venues before 

-niddcstcrow^. a, ^ 

• “We decided last year vye wanted to do some- 
thing a little different," Mullin coach Leonard 


Bufie said. “We've got this good ball team and we 
found the best one we could findi((o play). 1 think 
.ifa.good.for ldds-to.Jiav.c.aiutitcrstotc rdaUoo- 
ship.". 

■ ’The'.matchmokcr is Wclls, who first pitted 
two of the nation’s top six-man teams lost year 
wbbn he' arranged for the team from Revere, 
Colo., to play in Gordon, Texas. Revere won 
18-0. 

The garni; drew a large crowd for an overlooked 
aspect of high school-sports. So Welb decided to 
.do it again. :' - ‘ 

And.fae's getting plenty of help. Local business-' 
es have' guaranteed the Coloradoans’ travel and 
legging costs if the gate receipts den’t foot the 
bill.- .« 

The aim is to surpass the largest six-man crowd, 
which is ^liev^ to be 5,900 in a Texas- plt yoff 
piinelnl990.' “ “ • 

Muliin is the home of a number of foster fel- 


lies, and Buffe says about two-thirds of his team 
arc foster kids. The team went to the state quoner- 
; finals lostyw. j _ 

"They’ve never hod oriytHIng'iii their lives,” 
BufTc said. “But they’ve built this good football 
team ond-taken a lot of pride in iL Most of them 
have never succeed much, undl'now." 

The toughest port for the Colorado kids may be 
the trip to Texas. For many of the Weldon Volley 
players, this will be their first time on ah airplane. 

“It’s great anytime you're asked to leove your 
state and have another school willing to pay your 
. expenses,” said coach Jen'Durbin. 

After their arrival at Dallas-Fort Worth 
International Airport on Friday, the Colorado team 
is 10 be treated to a-fa jita cookout in Brownwood. 
a West Texas town. 

' “That’s what it's oil about to me,” Durbin said, 

■ “trying to'gct kids to'know what’s out there in the • 
world." • , • 


SAN DIEGO (AP) — Junior 
Seau's fist-pumping, post-tackle 
histrionics have been noticeably 
missing from the San Diego 
Chargers' first two gomes. 

There haven’t many chances 
for the Pro Bowl linebacker to cele- 
brate. He has. only eight tackles and 
no sacks, compared to 20 tackles ond 
IH-sscksafter-two gomes last year.— - 
' ' For Seau, that's a slump. He had o 
career-best 155 tackles lost year — 
including 124 solo stops — ■ for an 
average of nearly 10 a game. The 
next closest player, corncrback 
Dorrien Gordon, had 89 tackles. 

Seau is used to being all over the 
place, 05 he demonstrated by his 16 
tackles in lost season’s AFC champi- 
onship game vietory at Pittsburgh. 
But a number of foctors are keeping 
his numbers low so for, including the 
Chargers’ defensive calls, other 
teams avoiding him and the fact that 
Seou missed the bulk of training 
camp with a hamstring injury. 

“I’m not concerned about that,’’ 
Scou said Wednesday as the 
Chargers prepared for Sunday's 
game at Philadelphia. “What I’m 
going lo do is just play the scheme 
and get the team to win. That’s the 
key. 'Vou wont to go out there and do 
your best for it, but at the same time 
you’ve got to be within the group 
ond thot's what’s going on right 
now." 

Seau said he is being used'tnorc in 
pass coverage this year, which takes 
him away from his spot inside. In 
some run situations, tbe defensive 
call favors outside linebacker Dennis 
Gibson or strong safety Shaun 
Gayle, said linebackers conch Dale 
Lindsey. 

"We don’t care who makes the 
..tackle, we just want to win," Lindsey 
said. “He’s a good team guy. He’s 
going to bide his time until his 
chance comes. 

“He’s certainly not an individual 
who's lost his capabilities, just in 


ease that crossed anyone's mind. 
About five years from now, he's still 
going to have twice os much os the 
overage player." 

’ Seau has gotten four tockles in 
each of the first two games, a loss at . 
Oakland and a home win against 
Seattle. In the Oaklond game, tackles 
Shawn Lee and Reuben Davis com- 
..bined for 15.tackles..nnd the other., 
inside linebacker, Gibson, had 10. 

"Some of the coverages wc run arc' 

0 little bit (lifTereni than last year," 
said Gibson, who lends die Chargers 
with 14 tackles. “It’s something' 
where he's not going to get as many 
plays, or that they're going to run 
away from him; and th en’s th ere’s the 
chance that you^ noi going to mttke 
any plays. I expect his numbers to go 
up as the season goes on." 

Seau’s single-game carter-high is 
19 tackles, .set in a playoff loss at 
Miami following the 1992 season 
and matched Inst year in a loss to 
Denver. 

But new'defensive -coordinator 
Dave Adolph would prefer the 
Chargers noi rely on Seau so muejb. 

“If he’s making 19 tackles a game, ” 
the rest of defense is not doing their 
job," Adolph said. “You’re better off 
spreading the wealth around. If one 
guy’s m^ing all the tackles and he's 
a linebacker or a safety, and others 
aren't making them, that shouldn't 
occur." 

Seau, who’s led the Chargers in 
tackles for four straight seasons, said 
he needs to be patient. 

“It’s really hard for me, but I’m 
learning,” he said. “Again, I’m not 
worried about the tackle thing! 
Everyone's out there doing a great 
job around me, and that's a positive. 
With what wc have going, there’s a 
bigger picture to this, and that’s 
whot wc want.” 
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Landmark miler says blacks have natural advantages 


-NEW^TfcErEngland-(AP) 
oger Bannister, so^g he was “pre- 
ured.to risk politic incorrectness,” 
lid Wednesday block sprinters have 
:ertain natural anotomical advan- 
iges” over vriiiic rivals. 

Bannister, who in 1954 becanie the 
rst person to break the 4-roinute 
lile;' said it was possible-black- ath-. 
tes’ muscles were better adapted to 
at climates (uid therefore better at 
pvidng energy quickly. 

He also suggepted they cpuld 
sve better pdwer-to-weight ratio 
ecause they have less fatty tissue 
idcr the skin. Bannister, a 66- 
sar-qld retired neurologist, gave 


no-evidence-to — advantages.:in.,'the-lcngtfa. of-ttra-. 
support, his Achilles tendon, the longest tendon in 
position. the body. I do not know the true tea- 

Bannister, a sons," Bannister said, 
speaker at a “As a scientist rather than a soctolo- 
conference of. gist, I am prepared to [risk political 
.the British Ass- incorrectness by drawing attention to 
ociation for the the seemingly obvious .but under-, 

. Advancement of stres^ fact tMt bUek sprintera and 
Science, noted 
the vast number 
of- . .ail-black 

sprint finals and — . 

a high propor- always the vital &ctor. 

' tion of block athletes in other events at . . !Tjnfotd Christiehias a superb mus- 
thb recent worid chan^ionships. cular development compared with ^ - 

. “Perhaps there, are anatomical, slenderer Carl Lewis whom be dis- 



E^nnltter 


-black athletes In general all seem to 
btwe certain natural anatomical advan- 


He also said anatomy was not 


■placed-but-who-achieved a.grcaicr . 
recOTd than Christie in winning three 
(individual) gold medals, at the same 
Olyn^ics," Bannister said. “The brain, 
not the hiraxt or lungs, is the critical 
otgaa." 

Both Christie and Lewis ore black. 

Bonnister, who broke the 4-minute 
barrier for tbe mile with' a paced run of. 
3:59.4, said cventutQly the 3:30 barrier 
would be smashed. 

Algeria's Noureddine Morceli 
currently holds the record of 
3:44,39. 

r“I think that some day, next century, 
a 3ri-4nlnute mile mig& be possible," 
besald. - 1 - 
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Apound Fish measure worries advocates 


Fire^hters battle fire 
northeast of Hazelton 

KIMAMA - A fire, scorched about 
1,700 ocrcs of federal and private land 
about five miles northeast of Hazelton 
Tuesday evening. ' 

The blaze started accidentally afier a 
farmer’s wheat-stubble fire burned out of 
control at about 4:15 p.m., said Frank' 
Miller, logistics coordinator for the 
Upper Snake River District in the West 
_ Zone of the BLM. ' . . _ 

Fdity-four fire ’fighters,' 12 thicks-'ori’d a ' 
. helicopter and plane helped fight the 
blaze, which was expected to be cout 
trolled sometime today, Millc[ said. 

• — Rural-fire-disiricts-from-Hozelton-and — 
Minidoka County guarded two farmhous- . 
cs nearby, he said. 

The fire was the. fifth out-of-control 
stubble bum in the BLM district, cover- 
ing parts of Gooding Lincoln. Blaine, 
Minidoka, Twin Falls, Cassia counties. 
Miller said. ‘The fire was one of several . 
ncor tGm'amsrhc'Sald. 

Informational meeting set 
on hauling radioactive waste 

TWIN FALLS, - Anyone who cores to 
ask questions about transportation of > 
radioactive waste through Idaho is invit- 
ed to' a public meeting Tuesday at the 
.College of Southern Idaho. 

' The meeting will run from 1 to 7 p.m. 
in CSl’s Exposition Building. At (cost 
two casks used for shipping highly 
'radioactive nuclear wastes will be on dis- ' 
play. A variety of hazardous materials 
response vans ond a “Radiological 
Assistance ProgramJ’ van from the U.S. 
Deporment of Energy also will be on 
hand. 

Casks of radioactive waste are carried 
on trucks or trains to the Idaho National 
Engineering Laboratory near Idaho Falls: 
the U.S. Navy has been sending nuclear 
woste to the INEL since the 1 950s. 

^The-eosks ore-designed. to withstand 

severe railroad accidents. There have 
“Twen et leosfthree mUnderailmcntsttlong — 
the tracks through Gooding and 
Shoshone in the post two years; none of 
the accidents involved trains hauling 
nuclear woste. 

Jerome Coilnty ponden plan 
for ambulance ofSce, meetings 
JERbME - Instud of a place to tank 
up with gos and get the windshield 
cleaned, an old service station could 
become an o'mbulnncc headquarters and 
community meeting place, occording' to a 
Jerome County plan. 

The service station come under county 
' ownership when about $10,000 in back' 
taxes were not paid. -i 
. Plans for the area include rooni to 
house three ambulances indoors, an 
o^ce and living quarters for (he ambu- 
lance crews. A conference room that 
could be used for community meetings 
' would also be available, county commis- 
sion Chairman Roy Prescott said. , ■ 

“The remodeling job would cost about 
S250,000..'nic whole idea hinges on get- 
ting approval of a grant," Prescott said. 

-The preliminary application for the 
community block grant will be submitted 
by Nov. 3 and, if approved, construction 
could start next spring, Emergency 
Medical Service Director Larry Wood 
said. - 

Design of the building has been com- 
pleted, underground tanks removed and 
— environmental -tests ;conductcd- and • 
approved by the Environmental 
Protection Agency, Prescott said. 

Regulators OK plan to help 
rural telephone compainies 

BOISE — It’s only pennies per month, 
but telephone customers will be paying 
more into on Idaho fund that helps small 
rural telephone companies keep rates 
low. 

Thc.P.ublic .Utilitics..Cpmmission bn 
Tuesday approved an increase in the 
Universal Service Fund surcharge. 
There’s a surcharge on all long-distance 
calls within the state. The per-line sur- 
charge also doubled for .residential cus- 
tomers to 6 cents per.fnonth and business 
customers will pay a doubled surcharge 
of 14 cents per month starting Oct. I. 

_ Small companies get payments from 
the fund to'kccp'locnT rales dbwfiT Seven " 
independent companies arc drawing 
$1.56 million annually. - * 

Without additional revenue, the com- 
mission said the fund would go broke in 
1997. 

donyiledftomstaffaod wire reports 


Obituaries 
ldaho/V'5'est 
Comics , 
-pearAbby-™-" 


■ By William Brock - 
Timcs-Ncws writer 

TWIN FALLS - Advocates for Idaho’s 
rivers pleaded with the Northwest Power 
Planning Council Wednesday to “show 
some leadership” on legislation brewing in 
Washington to cap fish and wildlife 
expenses for the financially-troubled 
Bonneville Power Administration. 

' The legislation Is on a fast track and 
could be tacked onto a major appropria- 
tions bill by the end of the month; as a 
rider, it would enjoy virtual immunity frdm 
veto. So far, the “cost cap’’ legislation has 
received no public hearing in Idaho. 

Council membeb Stan Grace, of 
Montana, said the power council has been 
' ' kept in the dark about the congressional ' 
push to limit BPA’s fish and wildlife oblig- 
ations. -I 

“We,*-as a council, don’t know, cither. 
W<» hnv/>n*t b eg n in on it , ” he s aid nt the 
council's meeting in Twin Falls. The coun- 
cil is supposed to balance the needs of fish 
and wildlife against electrical power pro- 
duction throughout the Northwest. 

If enacted, the legislation would estab- 
lish a pot of money - estimated at around 
S400 million - to be spent oh fish and 
— wtldlifc-throughout-the-Golumbia-River- 
bosin.'Mary McGown, of Idaho Rivers 
United, said at an impromptu press confer- 
ence. Lost power revenues would be sub- 
tracted for water used to help fish - rather’ 
than spinning hydroelectric turbines, she 
said. 

Subtracting lost power revenues could - 
leave os little as $95 million in hard cosh to ' 
solve problems created by hydroelectric 
dams throughout Washington, Oregon, 
l^ho and western Montana, she said. 

Charging lost power costs for water ded- 
icated to. fish - bur not charging for water 
used by'irrigalton utilities and users of 
■ . Snake and Columbio river locks - would 
be orbiirary and capricious, said Mitch 
Sanchotena, in a letter that was read into 
the.rccord. Sanchotena is the executive 
coordinator ofldaho Steelhcad and Salmon 
Unlimited. 

Spending priorities would be determined 
by a seven-member council, McGown said, 
adding that most of the money probably 
-...would go.to protect steelhcad and salrnon 
that are on the brink of extinction. 



Gall Ater of Gooding, board membor of Idaho Rivers United, urges the Northwest Power Plarining Council to get 
Involved In ‘cost cap’ legislation brewing In Washington D.C. 


The upshot' could be a low priority for 
fish and wildlife projects in the Magic 
Volley - where there are- no salmon or 
stcclhead, she said. Stabilizing 'water levels 
at Lower Salmon Dam. or boosting Snoke 
River flows downstream of Milner Dam 
would have to compete with other, possibly 
more compelling projects clsewhcie in the 
Columbia River Basin. 

“I’m afroid our problems would be 
minuscule compared to other, bigger prob- 
lems,” Buhl reside nt Bob L untcy .told the 
council. 


One draft of ihe legislation would allow 
the Idaho Power Co. to contribute to the 
fund. If that happens. McGown and other 
river advocates fear that money needed to 
solve problems along the Middle Snake - 
where several of the utility’s dams arc 
located - would be spent somewhere else. 

That outcome would effectively preclude 
the cfTorts of people who have been work- 
ing for yeors to win concessions from 
Idoho Power os the utility tries to relicense 
its dams. The utility cams millions of dol- 
lars a year by harnessing the public waters 


ofldaho. and the company has an obliga- 
tion to "mitigate” - or case - some of the 
problems caused by its dams. 

The cycle for dam rdicensing is mea>; 
sured in decades, said Twin Falls resident 
Kristy Webb, “and this is the opportunity, 
basically, of a lifetime.'* 
it will be a sad day. for fish and wildlife 
olong the Middle Snake if Idaho Power is 
allowed to meet its' mitigation responsiblll-' 
ties by paying into a fund spread across 
four states, McGown added. 

"I can’t sec a benefit to Idaho," she said. - 


Power pFaiining council backs fish, wildlife funding effort 


By WUliam Brock 
Timcs-Ncws writer 

. TWIN FALLS - A regional power plan- 
ning council put its stamp of approval 
Wednesday on $77.5 million in funding 
priorities to offset fish and wildlife losses 
caused by hydroelectric dams'in the 
Columbia River Basin. 

The funding priorities were opproved by 
the eight-member Northwest Power 
Planning Council, which tries to balance 
. (he needs of fish and wildlife against dec- 
"tricar power productic^'in Idaho, Oregon, 
Washington and Montana. 

The funding priorities will be forwarded 
to the Bonneville Power Administration - 
which sells electricity generated by feder- 
al dams throughout the Northwest. 

Gooding official: 
Sherifflacked 
cooperative spirit 

By Karen Tolkldnen 
Times->Icws writer 

GOODING ~ Gooding County commis- 
' rio'riVre wouldTiavc 'a ‘chance' of putting ' 
deputies back on the streets if (hey peti- 
tioned the court for more money, the chair- 
man of the board of commissioners said on 
Wc^sday. 

Nl'ith a little more cooperation from 
Sheriff Jim Jax. commissioners' would 
have becn'Willing to open the issue with a 
judge, Chairman Win Hcnsicc said. But 
they warned him seven months ago that his 
spending could .lead to layoffs, and now 
the responsibility lies with Jax, he said. 

“It's nothing that caught anyone by sur- 
Ptease see GOODING/C3 


With money tight, most of the budget items are sim- 
ply a continuation of fish and wildlife projects that 
are already under way. 

— Bert Bowler, Idaho Department of Fish and Game 


Challenged by an increasingly competitive 
energy market, the BPA can commit no 
more than $83 million for fish and 
wildlife projects in the coming business 
year, which begins Oct. I. 

Of the $83 million budget. $5.5 million 
will be consumed by the BPA’s staff - 
leaving $77.5 million for fish and wildlife 
improvements. Of that sum, 70 percent 
will be spent on efforts to save salmon ond 
steelhcad. while the remaining 30 percent 


will be split evenly between resident fish 
; and wildlife projects. ~ 

Another 530 million has been pledged 
by the BPA to fund salvation efforts for 
animals protected by the Endangered 
Species Act. Some $20 million will go 
toward research, monitoring and evalua- 
tion. while the remainder will go to 
toward initial protection efforts. 

Balancing the budget for the 
Northwest’s fish and wildlife was a "gut- 


wrenching experience,” said Bert Bowler, 
Columbia River Policy Coordinator for 
the Idaho Department of Fish and Game. 

With money tight,' most of the budget 
items are simply a continuation of fish and 
wildlife projects that are already; under 
way, he said. , 

Roughly $612,000 will be spent to con- 
tinue the captive breeding program for 
sockeye salmon at Redfish Lake. The pro- 
gram, which began in 1991, raises salmon 
at the state hoichcry in Eagle, then trucks 
the fish to Rcdfi.sh Lake for release. 

Another $650,000 will be spent to con- 
tinue a “natural” salmon production pro- 
gram, Bowler said. . 

Closer to the Magic Valley, $500,000 

Please.see FUNDING/C3 


Leading Idahoans gather for golf 


^ Frank E. Lockwood 
, Timcs-Ncws writer 

SUN VALLEY - Politicians, lobbyists 
' and business executives ara gathering in 
Sun Volley for the Governor’s Cup golf 
tournament, which kpeks off this mom- 
■‘'iri^ 'H 

Toumament proceeds go to scholar- 
ships for Gem State students studying ot 
Idaho colleges and universities. 

Gov. Phil Bait will be on hand, greet- 
ing porticipants and working on his 
game. Also ottending - former Gov. 
Cecil Andrus' who founded the toumo- 
mcnl. 

For $25,000. corporotions such os 
Micron Technology can be “mojor spon- 
sors” of the event. The rank-and-file poy 
. $595 fora few days of golf onda handful 
of social events. 


Non-golfers can attend the tourna- 
ment's Western barbecue, buffet and ice 
show for just $450. 

Dick Burwcll, owner of Magic Valley 
Distributing in 'Twin Falls is a member of 
the event’s board of directors. In the 
beginning, “the tournament was just a 
- Good-Old-Boys Idaho thing,” Burwcll 
said. 

But that changed during Andrus' sec- 
ond stint in office. Andrus realized that 
by raising big money for scholarships, 
Idaho could stop losing its best and 
brightest students to out-of-slatc schools, 
Burwcll said. ' > 

Today, the gathering is “less polics 
than the concept of (helping) education." 
according to Burwcll 

But Balt spokeswoman Amy Kleiner 
suggests the tournaments a little bit of 
politics, charity and capitalism. 


“1 think people view it ns a chance to 
meet the governor and also talk to other 
people in business,” Kleiner said. The list 
of 300 sponsors and participants includes 
“a lot of big-busincss typc,s.'' she noted. 

Batt Isn’t a golfing novice. “He’s a fair 
player. He enjoys the game. I think he 
fin^ it relaxing,” Kleiner said. 

Other participants include U.S. Sen. 
Larry Craig. "Twin FiTlIs contractor 
Marvin AsIcU, Boise Stale University 
Charles Ruch, Micron spokesman Kipp 
Bedard and Idaho Housing Authority 
head Rod Beck. 

Although the golf tournament benefits 
education, several heavy hitters in educa- 
tion won’t be present. State Schools 
'Superintendent Anne Fox and members 
of the House and Senate Education 
Committees aren’t on the list of partici- 
pants. 


The changing views of militiaman Sherwood 


• Idaho militiaman Samuel Sherwood’s ■ 

- —political platform is liko-lho Magic - 

Valley’s vyeathcr: If you don’t like it, 
then wait a few minutes and maybe it’ll 
change. 

Whether it’s abortion or gay rights, 
Sherwood's, answers can vary 180 
degrees on any given day. 

The United States Militia Association’s 

- - commnndcr-in-chief-has"been,'at various- 

times, both a gay basher and a' defender 
ofgayri^ts. 

First, Sherwood suggested tne death 

E lty for homosexuals in his 1992 .. 

, “The Little Republics.” Then, in. 
1993, he asked to be eastern Idaho coor- 
dinator of the anti-gay-rights Idoho 
Citizens Alliance, according to ICA 
- — fonnd^Kdly'Waltonr-Hc'cvcn-dnimcd— 


Frank 

Lockwood 


credit for the ncor-succcss of 1994’s anii- 
gay-rights ballot measure, Proposition 1 . 

But Sherwood apporently abandoned 
his death-to-homosexuols rhetoric earlier 
this month. 

On Saturday, one day after Walton 
rejected signature-gathering help from 
Sherwood's militia association, 
Sherwood became a .champion of 
oppressed gays qnd lesbians. 

-- rShcrwoodldreled-the-AHiance's-ncw- 


anti-goy rights ballot measure “fascism" 
and likened the ICA campaign to Adolf 
. Hitler, according to the Idaho Statesman. 

That must have pained the USMA’s 
Idaho stale director. Bill Tuttle of Twin 
Falls. Just days before, Tuttle had been 
.collecting signatures for the ICA at the 
Twin Falls County Fair. 

Apparently, Sherwood also rc-exam- 
ined his vinvs on abortion lost week. . . 

In “The Little Republics." thc-com- 
mandcT-in<hicfof the USMA: 

• Called abortion “murder of the most 
heinous kind.” 

• Labeled pro-choicc legislators as 
unfit for office and accessories to murder. 

• Claimed that God’s suggested pun- 
ishment for interrupting a pregnancy is 

-death. ^ — — 


But on Saturday, Shcr\vood vigorously ' 
dcnounccd.ICA attempts to outlaw. Inte^ 
term abortions. Has Sherwood decided- 
that it is wrong to try . to stop “murder of 
the most heinous kind" in Idaho? Or. is he • 
now placing a higher priority on sabotag-.' 
ing Walton than on saving the unborn? 

Meanwhile, Sherwood can’t decide 
whether to take up the sword or the plow- . 
shore. - ;t 

In January, the USMA was selling, 
ammunition and encouraging followers - 
to buy semi-automatic AK-type rifles • 
manufactured in Russia, Hungary, and '■ 
Finland. 

In February, Sherwood told a riled-upv 
Challis audience that “there'll be blood ' 
^BIeas4 soe-SHERWOOb/C3_ 






rr 


. C-2 TImos-Nows. Twin Folia. Idaho Thursday. Soplombor 14. 1Q95 


Death notices 


Rctha Lawson 

RUPERT -Rethn Lawaon. 79. of ‘ 
Rupert, died Tuesday. Sept. 12. 1995. 

Ill her home. 

ArniiiBcmcnts arc pending and will 
be announced ■ by' the Hunscti 
Mortuary in Rupert. 

Eldon D. Hansen 

RUPERT - Eldon DcWnync 
Hansen, 5K. of Rupert, died 
Wednesday. Sept. 13. 1995. ut his 
home. 

Arrangements arc pending and will 
be onnounced by the Kunsen 
Mortuary in Rupert. 

Grace Bradshaw 

CASTLEPORD - Grace Onidshaw, 
90. of Castlcford, died Sunday. July 
16. 1995, in Buhl. 

A mernorial and praise service 
will be held at 10 a.m. Saturday at 
the First Baptist Church in 
Ca.stlcford. wi^ the Rev. Marco 
Lopc7. ofTicinting. A privotc fami- 


ly burial was held under the dircc- Hansen, 58, of Rupert,- .died 
lion • of . Moffett 'a --Memorial— Wedncsd«y,-Sept.-l3,-:-i995i-at-hi3- 
Chapcl in Buhl. home. 

Arrangcmcnts'are pending and will 
Eldon D. Hansen be announced by the Hnnsen 

RUPERT T Eldon DeWnyne Mottuary in Rupert. 


Services 


Cloicnco D. Womubaker, of Twin 
Palls, graveside service, 1 1 a.m. today, 
Twin Palls Cemetery, (While 
Mortuary in Twin Falls). ' 

Cheyne Patrick Miller, of Jockpot, 
Ncv., 1 p.m. today. White Mortuory in 
.Twin Falls. 

Louise Elizabeth Keefer, of 
ilcyburn,. 2 p.m. today, Payne 
Memorial Chupel in Burley. Friends 
may call at the mortuary prior to the 
funeral. 

Verdn Eliza Anderson, of Albion 


and formerly of Elba, 1 1 a.m. Friday, 
Elba LDS Word Chopet. Viewing, 6 to 
8 p.m. today at the McCulIoch-Hanscn 
MoYluaryTinJuftey and onc'hTOaf' 
before the funeral on Friday at the 
church. ' . , 

Winnifred Grace Norgrove Rykert, 
of Jerome, groyesldc service, 10 a.m. 
Saturday, Jerome Cemetery, (Hove- 
Robertson Funcrol Chapel in Jerome). 

Barbara Jeanne Anderson, of Twin 
Falls, memorial service, I p.m. 
Saturday, White Mortuary in Twin 
Falls. 


Hospitals 


MAGIC VALLEY REGIONAL MEDICAL CENTER 
Some names arc omitted at potients' request 


Heybum; Henry Klomm of Paul; and Anna Moe Shults of 
Rupert. 


SlurlcltStrolbcrg of Jerome; and Mettle Houser of Filer, 
Released 

Corine Fought ond Eorl Walker, both of Twin Falls; and 
Staricit Siroibcrg of Jerome. 

CASSIA REGIONAL MEDICAL CENTER 


Admitted 

Franklin Bowen. Tamara Carroll, Andrew Christensen, 
Merla Donaughcl. Duane Hutchison, Abel Omeles and 
George Whitcside.s, all of Burley; Cteo Freeman of 


Loveland, all of Burley; Emanuel Kerbs. Phyllis Trevino- 
und Anno McEwen, all of Rupert; and Gary Mosoncr of 
Heybum. • ^ ' 

MINIDOKA MEMORIAL HOSPITAL 
Admitted 

~Jean Wise and James Jolituoo;4>othof Ruper t 

Releoaed 

Justin Lynn Wickcl, Dallas Dempsay, Loretia Aivarn . 
and EJouglas Claussen. all of Rupert. 


Utah faniily ■ !$; aiiger toward 


POINT OF THE MOUNTAIN. 
Utah (AP) — In the nearly 19 years 
since her father died with 44 slab 
wounds, Sherma Lewis, has felt 
pain, anger and bitterness. 

**Wc all walked around for a long 
time with a knot in our throats and 
a dull, dead feeling in our hearts," 
Lewis said of her family. "We were 
I going through the_mqtipn_s_ of liv* 
ing, but not feeling-anything." 

She has attended parole hearings 
for Johnny Angelo Perez and sent 
lelless to the Board of Pardons and 
Parole, asking that Perez remain in 
prison for the 1976 slaying of her 
father. Hemy Topping Jr. 

But on Tuesday at a parole hear- 
ing for Perez, she unexpectedly felt 
compassion. 

"1 came tiway with a much dif- 
ferent feeling. I felt kind of sorry 
for him. My gosh, that kid ho&been 
in prison for more than half his 
life," ^e said. 

Later.ihat afternoon, aHer.she 
and her son talked about the unex- 
pected feelings they shared, Lewis 
said she thought long and hard 
about her dad and Perez. 


Perez said at the hearing he was 
“out of control" the night he 
stabbed Topping and robbed the 
•hotel where Topping , worked. 
“Basically, I wos living on the 
streets. I fell apart," he said. 

Now Perez wants a chance to put 
his life together outside prison. He 
appeared at the hearing hoping to 
get a release date. The bo ard will 
decide iii the liext' two weeks. 

"I’m asking for a chance," Perez 
said. “I'm not the same' person 1 
was when I walked in this prison 
19 years ago. I don’t want violence 
in my life. It’s in my post." 

Perez was IS when he robbed the 
Ben Lomond. Hotel, now the- 
Rndisson Suite Hotel. It was Oct. 
25, 1976, a night Topping,' 65, was 
supposed to be off. He had agreed 
to work for someone else. 

Perez was high on speed and 
cocaine. 

Topping was startled when he 
accidentally sutprised thc.tecnogcr 
in the middle of taking money out 
of the cashier’s cage. The two 
struggled. 

Ogden police Lt. Richard' 




bucket full of cosh os he fled the 
hotel. • . 

At 0 poker game that same. nigl}t, 
some of his friends became suSpi- 
• cious when the money Perez want- 
ed to use in the game was bloodied. 

The knife and its leather shea|h 
were found buried in the yar<f pf 
one of the teenager's acqutun- 
tanecs. 

Perez wos sentenced to 20 yearii 
to life, and this is at least his third 
attempt at parole. . 

Perez could barely read when he 
went to prison and now, at age 3ft, 
he’s just a few classes awoy,from 
an associate’s degree in conn!mtc~ 
grophics. 

He said education changed h)m. 
enabling him ^o shed repeated dis- 
cipline problems in his first 12 j 
years in prison. I 

Board member Curtis Garner | 
noted Perez had been active i 
many prison groups, including I 
anger management, and had scored I 
well on a recent psychological [ 
report. 

“The test results arc encouraging. 1 
They indicate you have changed I 


been here, his expression might 
have been to give- the boy a 
chance." 

Lewis, however, told the 
Standard-Examiner she wasn’t 
quite prepared to approve of Perez 
being released from prison. 

‘’Pd6h’t“KnbwnF l am ready to' 
say put him out in society. My feel- 
ings still don’t answer the ques- 
tion" of whether is now. Is the right 
;time, she said. " 


"The slashing and stabbing was 
so vicious. His body was about it) 
the middle of the room, a little ■ 
towards the elevator. The blood 
was all over the walls from the 
knife being slung around," 
Peterson said. 

Perez’was"arfeslc3''wthin a few' 
days of the attack. * 

Peterson said the teen-ager had 
cut himself severely on the hand 
and held it bleeding in an ice' 


trolled, more of a rolional thinker," | 
Garner said. 

Cookie Valencia, Perez’s older 1 
brother, said it’s time for everyone [ 
to forgive and realize Perez has I 
paid for his crime. 

But Gamer said, “No amount of 
'fithc can comp'c'nsalc for an ofTensc 
like this. You’ve been here 19 
years, but I don’t know if that is 
going to be enough. ... There arc no 
good answers in this cose." 


Obituaries 


call 733-0931, extension 276 


Twin Falls 



Is the man who knows how to 
succeed. 

George is survived by his 
.beloved wife, Laura: his son. 
Daniei (Janet): two grandsons, 
Bryan and Brandon; two sis* 
ters. Edyth^ Baughman and 
Ida (Rudy) Loder; and four 
brothers, Norman (Marie). 
Emmett (Ada). Clifford (Erma) 
and Bill (Linda). He was pre- 
ceded in death by his parents. 
-Ancil-and-Oella;-and-a-broiherr 
R_aymond. 

' George will be missed by all 
who loved him, Memorials may 
be made to the Mountain 
States Tumor Institute. 


Filer 


the church on Saturday begin- 
ning at 9:30 a.m. 

Memorials are suggested to 
the Peace Lutheran Church 
Building Fund. Arrengemenis 
are In care of Blay Colonial 
Funeral Home in Twin Falls. 

pifjjibtniaf;;: --Ml' '1^ 




Norman O. Tufte 

Norman O. Tufte, 73, died 
Wednesday. Sept. 13. 1995. 
at the Magic Valley Regional 
Medical Center in Twin Falls. . 

He was born Aug. 8, 1922,. 
in Woodville, Wise., to' 
Asmund and Hilda Tufte. 
Around the a^e of 1 year, the 
family moved back to Gilman. 


George A. Lyda . 

George Ancil Lyda. 71, of 
Boise and formerly of Twin 
Falls, went to be with our 
Heavenly Father on Sunday,. 

Sept. 10, 1995. 

Memorial services will be 
held at 11 a.m. Saturday, 

Sept. 16, at the Aiden- 
Waggoner Funeral Chape! in 
Boise, following cremation. 

Pastor Jim Pullin will officiate. 

George was born May 6.' 

1924, in Everett, Wash,, to 
Della Smith and Ancil Lyda. 

He- served in the U.S. Army 
during World War II. After 
being honorably discharged, 
he married Laura Anderson 
on Sept. 17. 1950, in Twin 
Falls. They had one son. j Redwood 

Darfiel. Before moving to Mountain worked 



Donald J. Whlsler 

Donald Jay "Dee Jay" or 


Iowa. Norman graduated from "Bubba" Whisler, 18? of 
Gilman High School and Jerome, died early Tuesday} 
attended the University of Sept, 12. 1995. at the Magic 
Iowa. He was united in mar- Valley Regional Medical 
riage in May 1953, to Mary Canter in Twin Falls of. injuries 
Mullins Dobbs. received in an automobile 

He was engaged in farming accident. ' ' 

for a number of years. He also He was born July 9. 1977, in 
managed three fertilizer and Denver. Colo., and was raised 
chemical plants in Iowa. He and educated in Denver and 
owned and managed a hotel later in Jerome, where he 
Minn, moved in 

for Triple 


Homo in 1980, he owned and Construction, 

Operated a real estate office in Roofing and at the time of his 


was still active in the compa- 
ny as vice-president and 
manager of leasing. 

George was hard-working 
man. honest, dependable, 
kind and giving - a real gen 


Lebanon. Mo., for several death, was working for ABC 
years. He enjoyed renovating Seamless Siding, 
older homes and moved to He was a good kid. who 
Filer in 1991. loved his family, fishlrig. hunt- 

He was a lifelong member of ing. camping and dancing. 

,1 _ uv. ^ r-.,-... Lutheran Church and a Survivors include his moth- 

■ member of Peace Lutheran er, Kenelha Lepker of Jerome: 
people and was a good friend In piier. He loved his stepfather. Richard Whlsler-of 

to all, reaching out and touch- church and church family. Pueblo, Colo.; father. Donald 
Norman is survived by his Cody of Phoenix.'Ariz;:: grand:' 
riends all of his life. He was a Mary of Filer; daughter, parents. Jim and Gayle Cody, 
loving husband and wonderfu janna (Bob) Milburn of of Denver; his fiancee. Libby 
father grandmiher and Mountain Home; stepdaugh- Hobbs of Jerome and her fam- 

er. He helped rnany entrepre- Sandra Dobbs of Newton, ily, Willie and Pat Hobbs and 
neurs get s anted in business. |Qy^,a; five grandchildren. Dave and KeMee Traughber 
and wa^ always trusting of princess Young of Tucson, and families: two sisters, 
f I® Ariz., Angela Montgomery of Candy Whisler of Jerome and 

taught musician and .loved to Mountain Home Air Force Michelle Lepker of Twin Falls; 
play the organ and piano. Base, Terry Milburn of uncle's. Tim and George Baer, 

Mountain Home. Andrea both of Denver; two nephews. 
Milburn of Boise and Bobbv Daniel and Andrew Jav 


The Man Who Daros 

The man who -decides 

what he wants to achie\Jo 
And works till his dreams all 
' ■ come true, 

The man who will alter his 

course' 

when he must 

And bravely begin something 
new. 

The man who's determined 
to make this world belter. 
Who’s willing to learn and to 
lead. 

The man who keeps trying 
and doing his be'sl' 


Milburn of Bliss; three great- - Whisler. both of Jerome; and 
granddaughters; two brothers, two cousins. .Christopher Baer 
Otto of Carlsbad. Calif. ... and. ofiGranby. Colo., and Adam- 
Maurico of Gilman, Iowa; and Baer of Denver and their fa'ml- 

' Jiumamus nieces andJJies,..: 

nephews. He was preceded The funeral will behold at 11 
in death by his parents and a a.m. Friday at the’ Hove- 
sister. Ida Mattson. Robertson Funeral Chapel tn 

The funeral will be held at 11 Jerome, with Pastor Jerry 
a.m, Saturday, Sept. 16. 1995, Marsh officiating. Cremation 
at the Peace Lutheran Church will follow. Friends may call 
in Filer. Interment will follow at from 6 to 8 p.m, today and 
the lOOF Cemetery in Filer, from 9 to 10 a.m. on Friday at 
Friends and family may, call at the funeral chapel. . 


House paiiel gives its OK 
to New Mexico nuke dump 


The Aosodated Press 

The House Commerce 

Commitiee Wednesday approved 
Icgislolion accelerating Uie opening 
of 0 New Mexico dump for low- 
levql but long-lasting nuclear waste 
now stored in Idaho ond elsewhere. 

The ponel endorsed the measure 
sponsored by Republican 

Conpressman Joe Skeen of New 
Mexico. 21-12, ond forwarded it to 
the Budget Corrimittoo for-its- 
icview. 

Accelerated opening of the Wosie 
Isolotion Pilot Plont has been esti- 
moted to save hundreds of millions 
of doiiors in the coming years, but- 
tressing prospects for Budget 
Committee opprovol. That would 
odvance the measure to the full 
House for consideration. 

Opening of the underground 
facility ond moving wostc now 
stored at the Idaho' Notional 
Engineering Laboratory is a key 
component of Gov. Phil Bolt’s pro- 
pose! to ollow limited rodiodetive 
dumping to resume in return for 
guarantees that oil high-level and 
about holf the low-level waste now 
stored at INEL be removed by 
2036. 


Thot portion of Batt’s deal, which 
has apparently been accepted by the 
federal government, requires waste 
to be moving from Idaho to New 
Mexico in the spring of 1999. 

Skeen's bill would eliminate 
environmental regulation of the new 
Mexico dump by the Environmental 
Protection Agenpy ond charge the 
Energy Department with certifying 
that it is reody to open. The dead- 
line for opening would be moved up 
-from mid-1998 to Moreh-1997. 

For years, thousands o f barre ls of 
low-Ievel and transuranrc wosie hove 
been piling yp in Idaho and other 
facilities throughout the country," 
Republican Congressman Michael 
Cropo of Idaho said. “The federal 
government has-made promises to 
provide repositories 'fer this nuicrial. 
... This legislation provides much- 
needed follow-throu^." 

Critics claim the shiH in regulato- 
ry control will undermine years of 
campaign to assure that if the dump 
ever open^lt can be operated safely. ' 

The Congressional Budget Onice 
has estimoled the Skeen bill wilt 
save laxpoyers SJ30 million over 
five years and another $400 million 
a year for continued storage of 
waste at all the other sites. 


Grazing bill cle^ subcommittee 


Hw Associated I^ess 

A House subcommittee has 
turned aside most of a New Mexico 
congressman’s efforts to revise o 
grazing bill that is backed by ranch- 
ers and abhorred by environmental- 
ists. 

Countering the proposed amend- 
-ments. Rep. Helen Chenoweth, R- 
Idoho, asked Rep. Bill Richardson; 
"Where’f. the beef?” 

The New Mexico Democrat 
replied: ‘Tm soying, 'Let’s also 
have the trout."* 

The House Resources 
Committee's National Parks, 
Forests ond Lands Subcommittee on. 
Tucsday^yolcd its .assent joJhc_bilL 
by, Rep. Wes Cooley, R-Orc., which 
isr slmilar to New' Mexico 
Rcpublicon Pete Domcnici’s Senate 
version. 

"Unfortunately nothing happened 
that protected the multiple-use moh- 


ogement" of range lands, said 
Frapees Hunt, director of the 
Wilderness Society’s 'BLM gro- 
gnun. 


However, the panel did pass 
.one Richardson amendment, stip- 
' ulating that permittees could not 
interfere with or obstruct hunting 
or fishing on federal grazing 
lands. 

Domcnici has said he also would 
amend his bill to address the- multi- 
use concerns. 

The Houso bill would give ranch- 
ers a freer hand in grazing on public 
lands, although it would raise graz- 
ing fees about 30 percent. 

It also would extend the Icngtli of 
.graziog pcnnils.Bnd-creatc.advisoiy_ 
groups that would help shape feder- 
^ range practices. 

"Right now,” said Richardson,, 
“this bill is everything the cattle 
industry ever wanted, and wc need 
to improve it.’’ * 


Study: 
Wildfires, 
not roads, 
erode 

1- 

BOISE (AP) — ■ A researcher 
soys it’s “baloney" to claim that, 
roads built for timber sales 
caused or contributed to heavy 
erosion damage in the Boise 

Notio nal F orest. 

"There’s ho way you can" 
attribute any of the damage to 
roads," said Walt Megahan, 
research hydrologist for a nation? 
ol environmental council. '• | 
The North Fork of the Boise 
River was damaged and its chan- 
nel moved by a heavy minstorn]. 

A Boise National Forest news 
release Tuesday said some enyit 
ronmental groups suggested that 
roads in the area made' the dam-< 
age worse. 

It was caused by severe fire 
-damage from 1994 wildfirosl 
rcscorehers concluded. ' < ' 

"The numerous- blow-outs on 
the North Fork of the Boise 
River were the result of heavy 
rains oil areas that were bumcq 
at moderate to high intensity ... it 
did not appear that the road netr 
work played a port in triggering 
this geologic event," said Justin 
Hays, earth scientist for Idaho 
Rivers United. 

The federal Bureau tpf 
Reclamation, state Division of 
Environmental QuoHty and Fish 
and Game Department agent^ 
toured areas damaged by last 
year’s fires and then by erosion 
this year. They concluded that 
water repellent soils caused by 
severe fire damage caused strong 
water flows. ' 

Tracy Trent, regional supervi^ 
sbr Xor'Fish oricT Garriej soid, 
“There didn’t appear to be any 
correlation between roads ond 
blow-outs. In some cases, what I 
saw was where roads stopped the 
— Bow-ond-octed likc-wateibors-to- 
hold the sediment." 

Forest Service photography 
showed that there was no erosion 
damage in watersheds that were 
not d^aged in last year’s fires. 
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C.S.I. WEALTH CREATION CLASS 

Financial Planning Strategics from a Certified Rnahd^I Planner 

9 

DatesrWednesdays, September 27th‘ to Odobef T8th‘ 
Time: 7:00 pm to'9:00 pm 
Place: C .S.I Shields Bldg., Room 116 
Cost: $20 

Registration: C.S.I. 733-9554 Ext. 2270 

— Where do you want to go finandaliy? 

1. Managing Lost Opportunity Cost, , 

2. Should my mortgage be a 30-year-or 15-year mortgt^e?' ' 
JaniBs R. Love, 3. Where is the best'place.formy reUrem'i^t dollars?./ - 

CERTIFIED FDUmCIAL'PUUaiER 4- Compounding your Interest-what is the real cost? ^ 

5. Taking dollars out of a qualified plan without 10% penalty and 
- with zero tax on withdrawals , 

TT—Ad ptid ter by James Rrkew ■■■- T hese‘ara-fl-/atf o/-fhe-fopfes-f<>-fe^fsc^ 
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Feds OK Jerome’s computer 
program for students, teachers 


• ByRR. Wdxcl. 
Tnncs-Ncws cor 


T^cs-Ncws correspondent 

' ^JEROME - Hnlf a million dollars 
has been made available to put the 
bdst possible computer technolo^ in 
Jerome classrooms. Use of the tcch- 
.'...nologyUias pul-lhe Jerome school 
UTstrict on the “lending edge.” 

’ • 'Donald C. Holznagel, director of 
Northwest Regional Educational 
Laboratory technology program vis- 
ited Jerome schools this week and 
toid, “As an outsider and visitor. I'm 
very impressed with the educational 
system the community has built here. 
We hove no trouble holding up this 
district as exemplary to other dis- 
tricts." 

The Northwest Regional 
Educational Laborato^' works under 
0 federal contract to evaluate tech- 
nology purchased using grant funds. 

Hoiznagcl was part ofthc group 
that selected Jerome as the No. 1 
district for receiving grant money. 

The Jerome School District has 
received approval of a state-funded 
nrchrolirgy grant f5r about 
$510,000. Other state-funded innov- 
ative grants totalling $34,585 have 
been approved for purchasing sup- 
plemental equipment and supplies 
needed for creative teaching meth- 
ods. according to Superintendent 
...Jim.Cobblc. 


Other small grants and district, motivational and informative 
funds have been used to pqrchose instructional methods, according to 


Magic Valley/West 


Republican lawmakers find 
California judges too liberal 


and renovate new and existing com- 
puters, he said. . 

All school buildings will be net- 


thc news release. 

With the new equipment, the high 
school has 124 computet? in class- 


worked with each other, businesses rooms and the four computer labs in 
and local and world-wide communi- the business, technology and agri- 
ties, said Chris Gibson, special cdu- culture departments. The Jerome 
cation director. More than Id miles Middle school received 54 new 


By Meredith Cohn Without accusing Republicans 

States News Service publicly of trying to slant the court. 

Democrats said during the hearing 
WASHINGTON - Western local interpretations of federal laws 
Republican lawmakers criticized copld inappropriately develop 
the nation's largest regional court under the proposal. 


system, which stretches from 


"Our federal judiciary is 


of networking cable has been put in ' computers and a server. Central big to serve all of its residents.. 


Hawaii to Montana, for being too designed to apply federal consiitu- 


to accomplish this. 


Elementary school received 26 new 


tional and statutory law consistent- 


“Combined with our 330 existing computers making a total of 78 
computers, the 185 new machines being used in classrooms, offices 
and 75 renovated machines, the dis- and the computer lab. Jefferson 
trict has more thon 587 computers Elementary has 52 computers in 
being used in our schools," Cobble classrooms aher receiving 27 new 
said in a news release. Linking all pieces of equipment. Ten thousand 
computers to a district-wide network dollars in software has been added at 
that will allow access to a world- Jefferson. Horizon Elementary 
wide network of information is a school received five Pentium corn- 
vital part of the total technology puters and three laptop computers. 
plan, he said. The school also received a CD- 

“Wc'rc using this technology to ROM stacker, laser disc player and 
compliment our. objective to c^ec- two laser discs. 


Sen. Slade Gorton of Washing- ly throughout- the entire United 
ton led a group of lawmakers States,” said Sen. Harry Reid, D- 
Wednesday. who said they wanted Ncv. "There really is no place fqr 


to split the 9lh Circuit Court, sepa. 
rating their courts frore 
California's. 


sepa- regionalism in applying federal 
from law.” 

Democratic Sen. Patty Murray 


Before the Senate Judiciary of Washington added that a split 
Committee, Sen. Conrad Bums of would lead to "forum shopping" by 
Montana said residents of his state litigants who would file their coses 
must spend tlicir own money to fly in whichever of the circuits wa,s 
to other states because there arc no most likely to rule in their favor. 


9th Circuit Court judge: 
Mo;itana. 


The 9th circuit is the largest 
geographically of the nation's 1 1 


compliment our. objecti ve to effee- two laser discs. ' "Not only arc wc footing the bill regional courts of appeal with 14 

lively teach Ac basic skUls in a safe. The College' of Southern Idaho; for this incfticicnt court as txixpay- million square miles spanning 

ond orderly environment,’’ Cobble Land Title and Escrow. Inc.; Volco, ers, but we're also paying for other from, Alaska to the Mexican bor- 

said. Inc.; and the Idaho National costs such as airfare^ for attorneys' dcr. It has juri.sdiction over 50 mil- 

Thc grants included funds and Engineering Laboratory donated who m utt n rpiif rn.!i»<» in S!r.inh.»m Hnn 

cquipment for staff training and 17 several used computers that have California," Bums said. more than the next largest court, 

lop-top computers. Each school been linked in with the school net- But Democrats and many and its appeals court has 28 

building received two laser disc works. lawyers and judges within tlic sys- judges, which is 1 1 more than any 

players, two TVs and two scan con- The computer technology has ^ tern oppose the move, saying it other. 


California," Bums said. 


more than the next largest court, 


But Democrats and many and its appeals court has 28 
lawyers and judges within tlic sys- judges, which is 1 1 more than any 


verters for displaying videos. Laser been backed up by extensive train- 
disc programs for teaching math, ing for tcdchcrs in the use of corn- 
social studies, history, and art were puters and technology. to increase 
.purchased. to-provide-a-varicty-of—studcDtachievemcn4.Cobblc-said 


would be too expensive. 

And some Democratic lawmak- 


Tlic bill being considered by the 
Senate panel, would create a new 


Jerome County procedure irks resident 


ers said quietly that the . 12th circuit court that would 
—Rcpublicuns-flecking the split- want — ineludc-Montima— Aluskurldaho.- 
to move away from California’s Oregon and Washington. The new 
“liberal" mindset and put more of a ninth circuit would cover the states 


. ByHJLWeixel 
Timcs-Ncws correspondent 

JEROME By approving a $5.3 
million 1996 budget, Jerome County 
commissioners also approved the 
change of qnc part-time commission- 
, cr to full-time, a move one resident 
says was done without public 
involvement. 

"This is a m^or issue and ihc’pub- 
lic was not informed of it,", county 
resident Clint Carlin told the com- 
missipners at a budget meeting 
Monday. 

“It's my understanding it is your 
decision to hove tKis (fulMime posi- 
tion) and that you had deliberations 
ond discussions on it. Also, you have 
all ogreed Preseott should^ have the 
--job;”-Gnrlin-saidr‘Tvc*becn-toId 
these decisions hove all be en mode 
in the confines of the budget process. 

I “When I asked if this was ever 
placed on the agenda, I was told by 
Cheryl (Walts) and Jerry (Ridley) it 

Funding 

Continued from Cl 
has been earmarked to “mitigate” - 
or offset - the loss of wetlands and 
uplands flooded by Anderson 
Ranch Darn, said Jerome Hansen, 
Fish and- Game’s interstate 
resource data manager. 

■•■“This will be the first mitigation 
bn the ground in southern Idqho," 
he said, noting that efforts to 

Sherwood _ 

Continued from C1 
on the streets" if the U.S. govern- 
ment sides with environmentalists, 
according to the London Sunday 
Telegraph. “Wc want a bloodless 
revolution, but if the bureaucrats 
won’t listen, wc'll given them a 
bivil war to think, about," he 
warned. — “ 

But on Aug. 11. when “Good 
Morning America” filmed militia 
members at the Jerome Gun Club, 
Sherwood refused to fire a'shot for 
the cameras.' 

. “I’m 0 pacifist," he told the press. . 
“1 only teach people how to shoot 


was not. This is in violation ofthc 
Idaho Code," Carlin said. 

"If the prosecuting attorney says 
wc didn’t do this correctly, this 
board con hire on administrator. That 
could cost more, like $35,000 to 
$40,000 a year," Commissioner Jerry 
Ridley replied. 

Commissioners plan to appoint 
Commissioner Roy Prescott from the 
cost end of the county to serve on a 
full-time basis beginning Oct. 1 at an 
annual sal^ of $35,000. 

■ “They hired me by election to take 
core of county business. I don't care 
what three persons you put here, you 
can't do everything that's needed. 
We've come to the time when a 
decision must be. made and some- 
thing done,” Preseott told Carlin. 

" - Undenheriff-Bill -Rdd asked if the 
.full-time job wouId..be_an elected . 
position. 

“What’s going to happen at the 
next election?" he asked. 

“This whole thing wilt need some 


refinement,” Prescott said. “Wc'll 
have to change some things. This 
may not fly. People on the next com- 
mission might find this doesn’t 
work. They can change it." 

"I’m going to pursue this,” Carlin 
said. "1 have no.vcndctta against any 
of you, but I don’t agree it’s the pru- 
dent thing to do.” 

“You arc to be commended for 
getting involved. Its a shame more 
' don't come,” Prescott said. 

Other approved budget items 
include: 

• A $98,400 contract with 
Byington, Holloway, Whipple and 
Jones of Burley to serve os public 
defender. 

•' A 5 percent poy raise for sher- 
i(Ts department dispatchers. 

' ' A new deputy and secreuiry for 
.,thc.p.W5.e.C!jJting.aitomeyXo.nicc and . 
at least two probation officers for 
juvenile justice. 

■ $3,500 for autopsies, an amount 
some say is insufficient. 


regional and conservative tilt < 
the courts. 


of Arizona. California. Hawaii, 
Nevada, Guam, and the Nonhem 


Idaho’s two Republican senators Mariana Islands. 
arC|among those trying to achieve The bill's eight cosponsors are 
the'court.split. the Republican lawmakers from 


those states that would comprise 
the new 12lh circuit, separate from' 
California. (Sen. Max Baucus of 
Montana and Sen. Murray of : 
Washington, both Democrats, 
oppose the bill). 

The idea of dividing circuits is 
• not new. Congress split the 5ih 
Circuit Court in 1973. but rejected 
splitting the 9th in 1983, 1989 and 
1991. 

Democrats have opposed the 
idea each time. They say it would 
cost at least $40 million to dupli- 
cate structures and services. 

“Passing this bill would legislate 
waste." said Sen. Dianne Fcinslcin. 
D-Calif. She added that it is an 
especially bad time lo spend the 
extra money because Congress is 
considering plans to slash budgets 
in most other areas, including a 
proposal to cut half the money 
used to provide legal aid to the 
poor. 

Also, she said 25 percent ofthc 
-spoce-in-the-circuit^-Sun-Fruncisco— • 
headquarters — that just got a 
SlOO million facelift — would be 
Icft 'cinpiy. Headquarters for the 
new 12th circuit would be in 
Seattle. 

Also, supporters say the court is 
efficient. 'The 9lh circuit is among 
-the-fuslesl-in the nation 01 deciding— - 
cases once they arc .submitted to 
the judges — although the overall 
lime to complete an appeal takes 
longer than the national average, 
according to J. Clifford Wallace, 
chief judge of the 9th Circuit Court 
of Appeals. 


enhance waterfowl and big game 
habitat will extend onto the Coma?' 
Prairie.. 

Another $1 million will be spent 
to offset habitat losses caused by 
Palisades Dam, near the Wyoming 
state line. 

Yet onffthcr funding priority 
will be an in-depth assessment of 
resident fish losses on the Snake 
River upstream of the Hells,' 


^^anyon dam complex,- Bowler 
saTd.^Fish biologists 'will be't'tying 
to aetcrminc..whai.effcc(.ldnho. 
Power'' Co. and Bureau of 
Reclamation dams have had on 
resident irdut ahd sturgeon. 

The Hells Canyon dams blocked 
salmon and steelhcad from migrat- 
ing up the Snake River, so there is 
a strong obligation to help the rcs- 
- ident fish population,. Bowler said. 


safely in self-defense.” 

Webster’s Dictionary says paci- 
fists “oppose the use of force under 
any circumstances ... " Has 
Sherwood really traded guns for 
Gandhi? Or does he have one mes- 
sage for network television cameras 
and another for the folks in Lemhi , 
and Cu.stcr counties? 

Sherwoodrisn't just struggling 
with abortion and gay rights and 
pacifism. He’s also struggling - 

again.- with his arithmetic. 

This summer. Sherwood has 
boasted that the USMA has: 30. to 
40 ducs-paying members and 500 ' 
members overall (July, Idaho 


Statesman): 5,000 members 

(Augu-St, The Times-News); 25,000 
members (June, States News 
Service): and now' 1,500 members 
(September, Washington Post). 

Meanwhile, attendance for his 
monthly meetings has dipped to 20 
diehards. 

These militiamen will gather in 
Boise today and in Twin Falls 
Friday to hear Sherwood speak On 
the ICA's anti-abortion and 
."Family, and Child Protection" ini-, 
tiatives. 

Whether Sherwood’s message 
will be pro-gay or anti-gay, pro-life - 
or pro-choice, is anybody'.^ guess. 


Gooding 

Continued from C1 ' ‘ ‘ 

prise," he said. "From the input 
. from the community/, they're as 
upset 05 the commissioners. I don't 
think the public feels throwing 
money at the problem would help.” 

Gooding County deputies have 
been laid off since Friday', when the 
sheriff announced he didn't have 
enough money to pay them. 
Officers from the Idaho Stat'^ 
Policc.ond the cit^ police depart- ' 
_ment arc filling tn until Oct. l,_ 
when th'e hew fiscal year begins. 

Commissioners sqy Jax's over- 
spending resulted from hiring too 
many jailers. Jax says (he board 
opproved all the hiring but didn't 
give him enough money to meet 
expenses. He hired five full-time 
jailers and five part-time jailers. 
The commissioners sny he only 
needs four full-timers. . ' . 

— On Tuesday, Jax's attorney sent -- 
commissioners 'a blistering letter 
accusing them of meeting behind 
closed doors and pressuring the 
sherifTto resign. 

Hcnsicc said the other commis- 
sioners had only suggested that Jax 
resign to resolve the is.suc. 

But he said cutting the sherifT'.s 
pay by $9,400 ’’Rext year was 
"somewhat politically inspired” 
because of Jax’s "incompctcncy to 
watch his budget." 

County officials plan to ask a 
judge to allow them to allocate 
more money to pay the bills for (he . 
rest of the month. By low. elected ' 
officials can’t overspend their bud- 
get except in case of emergency. 
'Ilic county has just over S7 left this 
month for goods and services. 

Hcnsicc said he didn’t know 
when they would set a court date. 
Commissioners arc still trying to 
get information on bills and 
employees from Jax. 

. Jax was not available for com- 
ment on Wednesday. 


How can you get 
hundreds of people to 
pay money to help 
you move? 


With a Times-News 
Ciassified 
garage sale ad! 


A garage sale is a great way 
to get people to pay you to 
move all the items you no - 
longer need. Ajndanadin 
The Times-News is a great 
way to get garage sale 
shoppers to your address. 


Give us a'cali at ^ 

either our / 

TV/in Falls Office, m 

733-0931, push I, f 

or our Burley Office, I 

677-4042. ^ 



$1S ... 5 lines for 2 days 
Includes our Garage Sale Kit & Directory Usting 



1995 Chevrolet 
Blazer 4-Door LS 



1995 Ceo Prizm 
4-Door Sedan 


.Ail Conditioning,. Reat_- 
Window Defdgger, S-Spd'^ 
Transmission, ETRAM/FM' 
Stereo Radio with Seek & 
Scan, Power Steering 


95 Oldsmobile 
Recency Elit 


Presen ting a fuHjIzc luxiKy sedan built to 
satls5' your Highest expiations. Slip 
inside 98 and you'll enter a spacious, 6- 
passenger Interior equipped with standard 
comfort and convenience features that 
you would only expect on cars costing 
thousands more. 



1995 Oldsmobile 
Aurora 


VVhai should a luxury car drlxT like, took like, 
-aound like? Tlinc are the Uml o( quesilona we 
asked drivers before we made the first sketch. 
Once we had our anstvers, we chattenged 
, ouiseivcs to exceed every cxpeciallon. 
Sometimes wc h.vd to Invest new technology. 

Other limes wc h.sd to rethink traditional 
approaches. When we were finished, we had 
created a car unlike any other 


1995 Chevrolet 
Camaro Coupe 


Stock, #5114 -T-Tops, Glass Roof 


Rear Window Defogger, Automatic 
Transmission, Air Conditioning, 
Tilt Wheel, Cruise Control, Power 
Mirrors, AM/FM Cassette, Keyless 
Entry, and Alumlnum-Whccls. 




BURLEY • 1221 W. Main • 678-2221 
RUPERT « 424 S. Oneida • 436-9001 

Our Prices Bring Yo\i In... Our People Bring You Back! 














Idaho/West 


Fatal crash closes 1-15 in Salt Lake 


SOUTH SALT LAKE (AP) — Four peo- 
ple died and four were inji^ in a fiery acci- 
dent involving two sctni-tractor-inulcr trucks 
and six cats <m Interstate 15 on Wednesday. 

“Uranic on the main fiwvny through Salt 
Lake was snoried much of the day after thoj 0 . 
u.m. accident dosed both north and south- 
bound lanes through on industrial district The 
Utah Highway Patrol was investigating and 
clearing wreckage in the southbound lanes, 
which rerrutined closed bte in the aflcmoon. 

The two tmek drivers were killed as flames 
engulfed their trucks, and two other rpotorisis 
also died. The names of the dead and injured 
‘were being withheld pending notification of 
relatives, Utah Hi^way Patrol said 
Two of the injured, a 79-ycar-old man 
and an IS-year-old woman, were seriously 
hurt Arthur Strong was treated for bums at 
University of Utah Medicd Center and was 
in serious condition Wednes^y afternoon. 


The woman was in critical condition at 
LDS Ho.spital with smoke inhalation and 
lung problems. Four others were treated for 
minor injuries and released at F1V Hospital, ‘ 
and two others were observed and icIcosmI at 
Salt Lake Volley Regional Medical Center. 

Utah Highway Patrol Sgt. Dan Catlin 
said abqut 20 people were involved in the 

Occident. 

The preliminary investigation indicated 
that the driver of a srrull red Hyundai in the 
left northbound lone made on abrupt move 
to, the center lane, where her car collided 
with a semi-tractor-trailer. Catlin said. Her - 
cor became pinned underneath.' 

The truck driver, hauling building supplies, 
apparently swerv^ to the left, crossed the 
median and collided with a car and a south- 
bound truck. Four other cars plowed into the 
wreckage, and the two trucks caught fire. 
“Immediately, the semi burst into 



flames,*' said witness Sandra Huber of 
Seattle, who was traveling southbound “I 
just jumped out and stoit«^ helping.** 

Tlie driver and passengers seemed shak- 
en but OK in the first wrecked car she 
reached. In the second, one man was 
and a second man was trapped inside. 

Gary Guymon was traveling with a 
friend on a nearby surface street when he - 
saw the plume of smoke rising from the 
freeway. Realizing there had bem a serious 
accident, he jump^ from the car and ran to 
the freeway to help. 

On the scene, an emergency medical 
technician shouted to him to help the vic- 
tims near the semi-trucks. Guymon spotted 
the woman trapped inside her Hyundai 
under the truck. I 

“She was screaming to us. she was cry- ‘ i . APpriou 

ing,** Gi^on Mid^J*^»ere were about 10 Utah Highway Patrol troopers Danny Ferguson, right, and Roger Larson examine one of 


of us trying to help her.' 


two semis Involved in a fatal collision on Interstate 15 In Salt Lake City Wednesday. 
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& YOUR WORRIES ARE OYER 

' The-best-help^best-stuffj-&-best-priees-anywheref — : ; — 


WHIRLPOOL no 

60~X3S-X20-deep. Acrylic 
finish with 4 jets and air volume 
control. On/off switch. Fiveyear 
warranty and pump, motor, and 
lets. 


10031 fUtiltiCCTapfs 

4 ' 2-rUBE 
WRMHUtqUHO 

Two 4’ foot 40 watt tube capacity. 
High grade prismatic diffuser will 
not discolor. Latest ballast require- 
ments. Easy access for wiring and 
-TBfamping. (Lamps not Included.) 


SINGLE HOMOIS 
IMV FAUCET 

A Specially priced Import lav 
faucet featuring low maintenance. 
When maintenance is needed, it 
uses the same parts as one of the 
most popular faucets made. 


HIGH OUTPUT 
aUORBCBITFIXIWlE 

High output 8' two-tube fixtures. 
Vimrks in cold environments, 
idea! for shop. Industrial, or any ■ 
o thera rea whe re effici ent lighting 
~is requlred'it temperatures less 
then50*F. 


19^ 


4G^ 


SAFETYOIABBMS 

Heavy duty grab bars are made of 
18 gauge stainless steel with 14 
gauge stainless flange. When 
properly Installed, exceeds HUD. 
HEW, FHA and other federaiand 
■ local codes. We stock 16", 24". 
_36"and42Z models, 

16’E220<h16 Rep. $16.47 U.9S 
24-E2200-24 Reo.S1B.95 1B.U5 
36’ £2200-36 Reg.S23.11 19.95 






4 " POP-UP 
SPRINKLER HEAD 


pattern Insert Included.- Domed cap design flushes sand and debris 
rom the piston. Double-lipped wiper sear assures sand and debris " 
It out of body. One-piece filter screen and seat prevent nozzle 


away from the piston. Double-lipped wiper se. 
are kept out of body. One-piece filler screen a. 
clogging— seal allows water flow and pattern 


from the top. Heavy gauge stainless steel retraction spring assures posi- 
tive piston retractions. Optional anti-drain valve prevents low head ■ 
"drainade and reduces water waste'and erosion In slope arda appnsaWrisr 


rPVCmTERPIPB 

SCH do, priced per fool 

r PVC SPRINKLER PIPE 

10' Lengifi, 200psi, Price PerLenglh - 

r ELECTRIC SPRINKLER VALVE 

livUno, 2d Voll 

r UT 60 POLY PIPE 

1 00 Roll, 80psi, Pricer Per Roll 

.12-2 NMB COPPER INDOOR WIRE 

250 FT. Box, With Ground....; 

50 OAL. ELECTRIC WATER HEATER H 

#8V52-2, Two d500W Eloments, 5 Tfear..-. §■ 

20ILAMPINDOOR PANEL ^ 

30 Cir. IncW, Maif.;8-20 A. SP, 2-30A, DP Breokers... ( 
MURRAY 20 AMP CIRCUIT BREAKER 
MP120, S.P. 120V,U.LUsled 


AIRLOCK K RECESSED LIGHTING CAN 

ThoootytlrtlghtroeuuudUgMagfMmeaa. 

• Eliminates warm air seepage Into the attic 
■ • Cuts down drafts, adds to comfort , 


• Reduces souna transmission 

• Eliminates moisture condensation ' ^ 

_Jhe aextgeitentiea ofj9ce$$edHgMogl._ 


SOMI TOMS UMJTCO TO RKTAIL SALSS 



.OPEN 7 BAYS AUKEK 
POB YOUR SHOPPING 
amvEHiEHa 

130 Eastland Drive South 
Twi n Falls , Id aho 83301 
(208)733-73M 



Monday through Friday 
Saturday 
’ Sunday 


S:00to5:30 

8K»to5:bO 

9K»to4:S0 


Some Items limited to retail sales. Certain Items may not be fsedllv 
araOabie ^ aa hxadons. SpecW order ^ ram ct^ 

■rprfees effective thrtwgh September 20, im. Aft ^ ESS" 
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Schools chief offers Goals alternative 


^ . Idaho 

Boise teen-ager killed when Jet Skis collide 


WASHINGTON (AP) — In 
Srsponse to complaints from conscr* 
» J/otivcs, Education Secretary RichanI 

* JRiley is offering to change a federal 
! yrogi^ providing states with grants 
i io raise the academic standards of 
j iheir public schools. 

* • Riley told a Senate-subcommittee 
< 3ie would be willing to alter the 

* ^oals 2000 program so states can 
4 ^receive cash without submitting 
1 improvement plans for the 
j ^ucation Depohmem's approval. 

f t Some conservatives have attacked 
^'^he program as an attempt to seize 
'* .Tiontrol from local officials. 

H Despite the concession, Riley' 

* insisted that his department never 
‘ ’intended to meddle in local affairs, 

‘ -The federal government wants slates 

and local school districts to take the 
initiative, using federal resources to 
carry out theirplans, he said. 

“Goals 2000 Is the responsibility 
. :Of the stat»^ not the federal govern* 
;ment,” Riley told the panel Tuesday. 
.“We!re there for the purpose of 
. helping them,”, 



Riley 


'"31 Forty-eight 
jT’ “ states.. ■ have 

applied for and 
received the 
Goals 2000 
-grants, which 
are then allocat- 
ed to school 
districts. New 
Hampshire and 
Virginia have 
refused to par- 
ticipate, and 
Montana decided to drop out of (he 
program. . 

Too many strings are attached to 
the money, said Ovide Lamonlagne, 
chairman of New Hampshire’s state 
board of education. Congress should 
scrap Goals 2000 and replace it with 
block gnuus, he said. 

In Idaho. State Schools 
Superintendent Anne Fox also want- . 
cd to reject the cosh on grounds-ihat 
it opened the state up to federal 
meddling. But the state Board of 
Education overruled her and kept 
Idaho in the progmm. 


The govemment played no role in 
the nation’s public. schools before 
World War II, arid increasing federal 
involvement since then **has not 
resulted in the kind of rctuni we 
expected. In fact, the exact opposite 
has happened,” Lomomagne told the 
Senate Appropriation Committee 
subcommittee that oversees educa- 
tion. 

"We elected not to form a partner- 
ship with the federal goverrunenl,” 
he said. 

A day earlier, President Clinton 
accused Republicans of justifying 
drastic cuts in school aid with a 
“smokescreen of balancing the bud- 
get.’’ Clinton said the government 
doesn’t need to gut education to bal- 
ance its books. 

Goals 2000 grants ore awarded to 
6ti^es that draw up plans to strength- 
en TCoebing, develop high academic 
stanoords and get more parents 
involved with their children’s 
schools. 

The states are required to submit 
their plons to the Education 


Department for approval to get the 
money, but the department does not 
pass judgment on the plans. Riley 
said. . 

Congrc.ss appropriated SIOS mil- 
lion for Goals 2000 in its first year 
and S372 million for (liis fiscal year. 
The Clinton odministmiion request- 
ed $7S0 million for the next fiscal 
year, which begins Oct. 1, but the 
House voted to end the program. 

Riley also said he has given up the 
idea of tt National Education 
Standards and improvement 
Council, a panel that would have 
reviewed and certified state stan- 
dards, and voluntary national stan- 
dards developed by experts in vari- 
ous subjects, including an, civics 
and geography. 

tamontagne soid he was pleased 
with Riley's concessions but that 
they weren’t enough to win his sup- 
port. 

He said that white Riley may not 
plan to interfere inllocal affairs, the 
law’s wording would let his succes- 
sors do so. 


BOISE (APj — A Boise teen- 
ager has been killed in a collision of 
the Jet Ski she was riding with 
another. 

Authorities identified the victim 
as Pierrette Bishop. 16. Although 


details of Tuesday’s accident on 
Lucky Peak Reservoir were 
sketchy, authorities said it appeared 
Bishop, on her first Jet Ski ride, 
collided with the Jet Ski being rid- 
den by a friend. • 



TPiiiikhraentim^lraTi^^ revelry 


:• MOSCOW (AP) — Latah 
; 'Cdiiiity Magistrate William Hamlett' 
was ready for the traditional after- 
math of the' semester-opening 
weekend — a horde of University 
of Idflho pnrr>rti^g 

him on alcohol and other charges. 

“There’s nothing you can tell to - 
make me alter my opinion." 
Hamlett told the students who again 
packed his courtroom this week to 
enter.pleos to a variety of crimes fbr 
which he has fixed sentences. 

But Hamlett had indicated last 


Saturday, Sept. 16th - 11:00 a.m. 


A/fTU3U£ fU/tSfTWS: S^pe. Onutt BidrodlH Sal Irdudoi wnly drnMf wailne* S chtlf, Ms tm 
dfMMMtfminw.tiMAMid S tooibeint t w«lng recfcsr (Foniih FtftMurt Co) - Birtft Ey* Mipl* 4* 
Drmr «(4 mI tOgsd mltTDr - Cuk Side TaU Kiuntd bgi ft gUu ban dmr tool - Lorgt 

WiiM.fal S>|1i BiOd - TrMdk Sowing Uadwi* n Mk eabnai - {?] U«ul Dt« wyprinoi t rweroMM - 
SmtIOAORpLulKIchenTobb-ptUddM'aKkCtakCluh-OUSqutwTnf* APPUAMCSSi 
FVRMTVfiB: Ktimon EMre Cbthtt Oryw - 0*d»< loorurg Rd>Q*r«iw * S«ir« Console Sisrso 
Phoocgivri - Ure RoAermeeinor. mtM - 3itgg»d $Ids Tads - Cvsms S Fo>mlu OInsna TaMs 
«/3-ch)h - U«ii 2'Ooor Stonpi Cafivei > Wsedan flsurd Cabinsi > Wood Coat Tree - Osk Groined 
CallHTiM-FokiflgCaruTiM COLLECnBLSS: /l»ie Codus Ji; - Boar CooU Jar - Sevtl ta. 
PM a Green 0»c*mi»n G1 m» - p) C»u Bivs Bo»1a - Crvteny GUta Beiri - ScvTI Pee. Hsmef 
Ui«hinD>tnei-.W>ram24SalC<M* OTHEH HOUSEWARES: OH n*\v,<a - 6m ' 

Ashtray Sund- Swag Un« - BMf UaTeM * Alum. Water S Wabng Cano - SovIlBlorteia - Cnehoi 
Steel** - nooifc - nas a Pm* - Crsde« - Pyraa - Cornirairaro - Cotandit - Brood Pan* - Meat . 
Saw-Animairguiirwo.ContwigjM.wuaiPtohert-GlaotJUEat LAWNSGARDEN: Ratei- 


month that he would hove support- 
ed a new approach discussed by 
university and municipal ofticials to 
be more lenient on some^violators. 

Issuing warnings, he said, “would 
-bc4i.iuc&changc-t: 

“Every year it’s the some thing.’’ 
Hamlett said. "1 simply suggested 
to the city attorney that it might be 
nice to try something differem. It 
couldn’t hurt,” 

But Moscow police and the uni- 
versity opted to maintain the 
enforcement level of past year. 


“We're trying to foster an atmos- 
phere where all members of the 
community, regardless of who they 
are, cpnduct themselves in a low- 
abiding manner,’.’ said Carol Gnipp, 
.thc-univcrsily's-risk-manogerr-^It- 
doesn’t lakc'tumin’g your head and 
looking the other way. but it also 
doesn’t take the SWAT-tcom 
approach.” 

- So before dozens of defendants 
passed before him to enter pleas to 
a variety of offenses during a 90- 
minute session this week. Homicit 


let them know what he expects. TJic 
choices arc guilty or not guilty, he 
said, nothing else. 

“There’s no such pica as 'I'm 
olmost guilty,’ Let me tell you my 
-story ;^Lci-met-teH-you-Avh8t-hap-- 
pened and you decide,”’ Hamlett 
sald.”Tlic fine is fixed. It will never 
move." 

First-time misdemeanor drug 
ofTcndcrs ore fined S298. Underage 
possession of olcohol carries a SI98 
fine and loss of driver's license for 
180 days. 


Marie Huether Estate 


Musser Brothers Auctioneers 

ftmiw/yMESSERSMITH AUCTION COMPANY 

733-8700 tt Toll Free 1-800-824-SO/.D 

Randy Musser • AUCTIONEERS ■ Todd Davis 


Store reopens despite strike 


ROCK SPRINGS. Wyo. (AP) — 
The Albertson’s Inc. Rock Springs, 
grocery sTOre reopened Wednesday, 
nearly a year after a strike foroed it 
to close its doors. 

Picket lilies, formed Saturday in 
anticipation of the opening. Up to 
60 employees and others have 
maintained the picket line from 9 
a.m. to S p.m. since then. 

The Boise-based grocery chain 
hod' advertised" locally to find 

.-hoilunioa.workcrsJbr.thc store 

• At least 55 members of the 
United Food and Commercial 
’’iVorkers Local No. 7 struck the 
•Store in early October 1994 over 


iJudge O^js 
idisplay at 
jeourthouse 


i POCATELLO (AP) — A federal 
judge has rejected claims that the 
Constitutional separation 6f church 
ond state is violated by a granite 
linonument with the ■ Ten 

g ommandments on the Bannock 
ounty Courthouse lawn, 
j But an attorney for the American 
jCivil Liberties Union says the dcci- 
•sion of U.S. District Judge Edward 
jLbdge will likely be appealed. 

I Inn 30-page decision, Lodge said 
jthat the county had succeeded in 
jputting the monument in a secular 
Context that renders it constitution- 

Inl. 

' Opponents of the monument, 
Xodge wrote, “have provided no 
;cyidence,, ..that the Ten 
;Cbmmandmenis display is connect- 
. ’cd with'^ony church. .^^The display 
itself ts not located near any 
church, arid there is no appearance 
of preference being given to a reli- 
gious group.” 

!“The*nvonum'«ntrgiven'to‘ the 
county in 1967 by the Fraternal 
« iOrder of Eagles, was challenged; in 
1992 by self-described atheists, 
who claimed it was distressing and 
■ interfered with raising a family.- - - 
In an attempt to end the conflict 
out of court, the county erected two 
additional monuments in 1993 — 
one bearing a quotation fronf 
Thomas Jefferson on religious free- 
dom and the other declaring that 
the county does not endorse any 
particular religious belief. 

County Commissioner Tom 
Katsilometes- said the display will . 
- not-be-changed in-'Iight of.Lodgc’s— 

SepL 7 ruling. 

• “Hopefully, this will clear the 
question up' in terms of setting a 
precedent for the other monuments 
like ours which are all over the 
western United States,” 
Katsilometes said. “His decision 
.reallyshows how non-religious the 
iS5ue.is.” 

Bannock County had argued that 
monument represented the niles -pf 
law and not any specific religious 
'belief. - r 

, A 24-hour surveilloncc comero 
installed at the courthouse to moni- 
tor outside activities after a bomb _ 
‘iBrcai'at "tSe 'monument' last spring' 
.Nvlll remain, officials said. 


employee seniority issues. Four 
days aftcr,lhc strike, the store was 
closed. 

Union members rejected a final 
offer from the store late lost week. 
Tho company had agreed to insert 
seniority protection for a six-month 
trial period, but the union wanted 
permanent protection. 

Joan McLaren, a I2-ycar employ- 
ee of (he store, said she was opti- 
mistic the picket Uti'e' would be* 

. cfrcctivc-Shc-said-oaly a hondfuLof — j 
shoppers crossed the line during the 
four days last year when the store 
tried to remain open without the 
union. ._ 


FRED HICKEY AUCTION 

715 Sinf Bug AvE.. Mni. Hag, ID (Off Am Base Rd Betori Cubve) 


SAlETOIEMiaOijn. 


CONSTRUCTION EQUIPMENT 

1965 Itttmallooil 10 oheel IWtied tnick - 1916 Fnd 314 lonincli • ftiran <ti» line w/tO* bo«n • Tits' IhlUnI lan- 
dem-nle tn'ler - ton (rI. nlef bnk on b^er • 1000 & 750 n). fud Unks • Homelde 44C0 wja ktojIoi • Wood E 
spllDer (pooered by V-6 engine) • tS75 Font BacUae/ioafei mnow bWe •40' lUbcd Ii3i)« - 1%a luiiy enclosed I 
goosa-tmargatnilff " 

SHOP EQUIPMENT 

Dhllprm-Nurarouitcncbsilndeo- Engine sbi4-Red Arm teiiina (TOSS -SuineldT^Mldn'UncotaKeldcr 
(dog housed Air corpressor (22EM • Gitase gw (it) • Cnltsian 10' able sow • CraRsmu tlT Itidiil aim sn 
w/sond • t (r M inlK poM sw • ^ f? Ion imnifc |us - Pipe ewinp sd • Aoe^m set (Aanls -(>£ hoi 

water heater • Numentis cmcnl fonns • lOtfs at cement stales • Wttf nnip wAtonSa engne • Sears nd ng imm 
iTXner- Call leeders- Fret sanding fn place -Wbed tuners- Sears miter sm- Sears hand sandei- Sears r 

S3w-Soanl?TcciitesCrlBTRyodOfywltcorT«ss CTW Jhr=’S83rnrmin'arT~sencD3'rtsinErT$m3on~ 

tool box -Pipe tfirodei- Cummins drill press wfttand- tots olpowf toots- W iitemanp onertroiitl 

WlEMCHitteytiuretirejnwisalji^pK^ecinpnMl, ^ 


Suit Mintged 8jr Cunwban>a<^^heel(daT^(|1|ala. I^o m^Uadddof beleledl 
FARM SALES. REAL ESTATE Don Haory, CA! 

JAUCnONS&BUSINESSLIOUIDA'nONS AuctlonBOT 
■ Avn.,E.Tv*)Fas»?06-734-50S9«2C 




l«208-3?6-S60?800CT^ 



Evertoh 

^ and 

resTonic 

Combines 127 yean' 
experience in the bedding industry! 
Yv. HUBBAWIIVBIS/lRrSAVniBS OH i 

^ MARVELOUS MIDDLE 
SLEEP SETS! 

mmaiamiaHoiHmATEBWAaiAiim r 
tBEsmc'ssTfjunmimEcnimpoiKY a 



Twin Set... 
FulISGt... 

WnjSrt... *1 


■IIIIIIIQJtgll 



Twin Set... •35 

FuIlSrt... *41 
Queen Set.. *4! 

KlngSet^.. •679 

YOUAReBUYlNeFAGTlilHYrDIHro' 

Our tatiory loins our booutlful stiowroont and Oils 
an entire clfy block. There are 37 Restonie factories 
worldwide. Bvertons Is, the Sth largest Restdntc 
factory In tho world.. So make no mistake - when 
you buy from us, you’re buying straight from the 
factory-at factory direct prices. Don’t be footed by 
so-called "Wareheuso Prices” or phony factory 
direct claims. COMPARE QUAinY WITH mr” 



DIETRICH SCHOOL ACTIVITIES 

AUCTION 

(^^™RD^^PreMBlM6n995^ 



• LoaVon: d06 North PiiK Dlalrlcti, Idtbo. Witch tor the JUA auction signs. 


SALE TIME: 11:00 a.m. 


Baked Foods & Concessions 


FARM ITEMS & VEHICLES 

rat ions of hay • Honda Trail 1 10 motorcyeJo • 1970 CJ5 Jcop • Olhor used cars • 300 gal. bulk milk 
• Call bottio holders • Two kerosene space hcateis • Electric bug upper • 1976 Cadillac Scvlllo (lor 
, does not run) • Urge wooden shop table • Commercial lire machine tor taking oft rims • Paint & 
painting equipment • Box of nails - Sheet meial roller, shear & brake for working sheet metal • 6 amp 
battery charger • 25 fl. plus wooden extension ladder • Pick-up bed liner • Four hours at aluminum 
repair on hand or wheel lines from Valley Mechanical Service ■ Lead ropes & halters • Two bridles • ■ 
sections basket lockers • Live animal traps ■ Bum-b-MaiJc torch • Largo log chain • Saw horses. 

COLLECTIBLES & MISC. 

Antique wlndows & itamos-..ao*-clrcular-eaw blade- Old dresscrs.-chairs, bullet- Walking cane 
Wooden tables - Four antique kitchen chairs • Old power line Insulators • Party trays • Cabin size wood 
cookstovB • OW wooden oesX'^'Postal scalcs^Cash register- Trash bumcf'^fistiing poles & equipment 
• Weed Eater & sidewalk edger - Lawn mower • Lawn chairs • Four Singer Industrial sewing machines - 
One Industrial sowing machine - Numerous kids' bikes ^Metal Irame windows - Wooden doors • Water 
filters- Lots of othermisceilanoous. 

HOUSEHOLD & FURNITURE 

3CT Roper electric stove ■ Electric stove w/oven on top - Reg. clcdrlc stove - Dishwasher - 6 ft. Satellite 
Dish, self moving w/control box • Serving cart - New exercise bike & Easy Glider • Oak gun rack • Dining 
room table - Two computers • Four prints nutted & framed by Carol Beaudreau • Two rollaway beds • 
Mlsc. kitchen chairs • Portable & console TV's - Two refrigerators • Buifl-ln oven • Queen water-bed 
w/buill in bookcase & six drawers - Round oak nlle stand • Wooden clock • Carpet sweeper • Rreplace 
tools - Log rock - Kitchen table - Electric ice cream maker - large klichcn table w/chrome legs • $S0 
Avon gilt ctrlillcale • Typewriter • Air hockey table • Foos-ball table i Carpel • Two braided rugs - Bed 
frame • Set ol lamps • Polo lamp - Child's walker • Wood-cratted hems - Electric lari’ • New 36 vtd'bo 
cassette holder • Two sacks sweet com • Baked goods • Craft Hems - Kids' toys & games • Step stools • 
Dishes- Planters -Lots more.. ' 

AUCTIONEER'S NOTE: This is a great fund raising sale for the Dietrich High School AcUvHles. Como out 
& enjoy a good time & help out tho kidsi 

OWNERS: DIETRICH SCHOOL COMMUNITY 
DIETRICH, IDAHO 208-544-2158 


A EVERTON 
V MATTRESS 


MCIOMBiCI 


326 2nd A»n.S.j^ y to Falls » 73 »3312u.Mk)ihflrt 9 am - 6 |»n 


2338S.Paciflci 


Sat 10 am -Spat 
Madfoal • 77&59B9' MaFFria am - 6 pm Sat 9 am - 4 pm 


HEYER AUCTION 

SATURDAY, SEPTEMBER 16, 1995 

LOCATED at 413 t4Ih Avo. Noilh In BUHL, IDAHO. 


SALE TIME: 1:00 p.m. _ 


lunch biBw 


APPLIANCES 

Whiripoel 15 9 cu. II. upiighi deep treue • Fitoklaiie lial 4 cempanmeni Ice cream Ireerer, works great • RCA 

maichlng Supreme 70 eleetJic clothes washer indtftytr-RC' 

sewtfig machine In very nice cabinet • Many small ekcnical L 
Eureka vacuum, Eiectrplui vacuum • Hoover ivg shanpooer. 

PIANO -FURNITURE 

Wuitltrer Strand upright piano and beKh • Small drppiul dining table and 2 chairs • Hide'C-bed couch • Rediner • 
Piatloim loctei and onoman ; Swivel rocker • Urge cottee tabic ■ Assorted end tables and magadne neks • 
Daveno • Occasional wood chair • 2 card Ubles - Flint stands • Wood record abinel • Drop leal wood Utchen 
table. 

COLLECTIBLES 

Ion crocks • Camel back trunk - Severs 
■Old scales. 

LAWN -SHOP -MISC. 

B & D electric mower • Red Deyit lawn spreader - Wloid gas odger • Lawn and giiden tools • Aluminum S' step 
ladder - Assorted hand tools - Dil and pas cans • lawn chairs - Barbecue • Drop cords - Pinch bars^Saws • MetiJ 
shelves - Boidng punching bag - Exere^ equlpmeni - Stainless steel milk bucket ■ Tire chains • Horse shoe' gaim - 
Wash tub • Ron baskets - Worn prods • Pair ol tS' studded tires on Chev. wheels • Pair ol IS' studded tires on 
Chev. wheels • Ttdderrny home study course - Pair ol inu«| gliders • Electric healer and olher mtsc. Items. 

HOUSEHOLD MISC. 

Cellee makers • Rower pots - Cups and saucers -Pictufej and wall plaques - Set ol club pois and para • Ulensils - 
'Woixt pass • Nick nacla • Lugbge - Jewelry toils -CoUactlon of music boxes - TypewTRer stand -Oothes radi 
Large assortment ol bound books, some are eduabonal - Assorted Pocket boob - Art school supplies • Unens 
.nd table cloths • Good towels - Beddlrvg and plbows - Assortmeni of ladles' nedluin coats, and sweaters and 
shoes - Bathroom sets • Comlorters and alghans - Vases • Canning jars - Cold pack canners • Xmas and crafl 
- Argus C-3 camera. Kke new • Slide a’nd magna projector - Sdde trays • Record player • Roaster • Costume |ewetry 
• Roll of felt • Roll ot Rinnei - And other household mlsc. Hems too numerous to raenilon. 


OWNER; LUCILLE HEYER 


Terms: Casta or Bankable Check Day of Sale 
Sols ottueed by Mntan Aottlon Senrlea 

~r7>* Buintu M SwWca 8u*r 
RIngttdt Pnorw; (70S; 43r.73SS 


AUCTIONEERS 


. Buhl. Idaho 
543-5227 
Mobllo 731-1616 


Carl Von Tassoll 
Rupert Idaho • 436*3405 
Mobllo 431 -3405. 


CLERK : 

>' Lamar Loveland ' 
Rupert.ldaho— ... 
436-9663 
Mobile 431-7355 : 


JMA AUCTIONEERS 

208-324-2600 i 


• r^- 


1 - 
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Comics 


By Chartes M. Sqhulz - For Better or For Worse 


By Lynn Johnson 



The plural of “bear" is “bean.” Bui 
hunices and anglers of yore dropped the fi> 
nal “s" 10 pluraltze nanres of crealures te* 
garded aspme. No one who “hunB bear" 
would have wriilen ‘The Three Dears.” 
You cao apply ihc game plural 10 a good 
many Ush, fowl and fine furry animals. 

By World War I. doughnuts already 
hnd been around a long lime, bui that 
was when they firsi became so popular.' 
The Salvation Army cooked them in 
. garbage cons and served them to the 
troops on bayonets. 

Orson Welles said, ' "A.sk not .u(hai 
you can do for your country. Ask 
what's for lunch?” 

Q. Id a NASCAR uilo race, bow 
tong ia the average pit stop? \ 

A. 22 seconds. 

Con you conrirm the contention there ’ 
arc pioportionolcly fewer overweight 
people in the sky-high cities of Denver 
mnd Mexico Oty than in, say, such sea- , 
level metropolises as San Francisco and 
Orlando? Neither can 1. But a medical 
specialist insists you lose wci^l at 
greater aiiitudcs. Ooim is your lis-sues 


break down more readily, so overall 
don't build up so swiftly. t.. . ' 
Blarpe refrigerators with freezers for 
ending the era of dmg sjore soda-foun- 
tains. At least, that's what some histori- 
ans blame. It marked the first lime peo- 
ple could store ice cream at home. 

Russians, loo, like pithy little; 
proverbs. One of theirs: "Love and 
eggs are best when fresh.*' 

If you could start out with only one 
thing when shipwrecked on a large 
desert island, what would it ‘be? Not 
counting a book on boat building. A 
theorist with a practical turn of mind 
suggests: Thke potatoes -with one 
bushel you can grow a ton. 

At lost tepon that . batch of stars 
known as “The Seven Sisters" • more 
formally called The Pleiades - is known 
to contain at least 214 sisters. 


TONl6fiV6 TOPIC 


UnriHO YOU/2 
COH^Ct^NC^ 
YOUP CUll>t 


' THcmmE,! eojcve 
P-rCOKrosSCNALfTY 15-. . 
S TTWK«2>TeMDeAaN6 ' 



ByBoblTiaves. 


my C0N$ciftiCi oygo j 
TO STOP Me WHEN * 
I vfM \0\JNGtf, I 

ivT siNCt THe/v iVE i 

te/irwEp A r-oT Of s 


9IM«rNCA.ta ^'14’ 


By Aft Sansom & Chip 


10 SklUul 

14 Murmuring 
sounds 

15 VegelobleB, 
boilodand 
strained 

18 Tragic Ung 
'17 Muefcoi quality-' 
to Forotgn 
lOCfrt. 

20 Emptied of 
builels 
22 Cohn 

24 AppOcallon 

25 &Xoi1airvnont 
award 

26 Metallic sounds 
28 Laudlrrg 

33 MenolronH 

34 Mow 

35 Door 

36 Bonor'e concom 

37 Dawn poddosa 
36 Grallly 

39 In the post 
40Lor9bool 

42 HuiU 

43 Babushka 

45 Marched 

46 A pof sesslvo 

47 Maufw— 

46 Bite o> bread 


Iil■■■■ HI 

JHH HHHHH HHHH 
HHHHHHHH HHHHHH 
HBH HHBH 

HHHBBB HBBBBHHH 

HBBBB HBBBB HBB 
HBBB HBB HHHB 
HBB HHBBfl HBBHB 
HBBHBBHB HBBBBH 
HBBB HBB 
HHHBBB HHBBBHHH 
HBBB BHBBB HHHB 
HIHBIHI HBHHB BBBB 
HBBB HBBBB H 


11 Outdo 

12 Tlo 

13 Gaelic . 

21 Makoa Inquiry 


SI Hoodlono rush 23 Loavo 

56 Flexible lubo unmontli 

ST.S^olM.— J25.Ramovo 

SO Fal heavily 26 Hide 

60 Helpor obbr. ' 27 Henry C 

61 Pointtoss 28 Zoal 


YeS...lTb R»mVELY I 

uNcem<6UMKC»! y 



DOWN 

1 Rightaorg. 

2 Cut of moot 


31 Fomous ' 

32 Web-footed 
birds 

34 Hackman and 
Kolly 

36 Dlscordod 


6 Pigheaded one 44 


70ry 

8 Miivln or Majors 

9 Photographer 


45 Lists of j 
condidates 

46 Confobutala 


10 Metal mixtures 49 Singer Ponsello . 


Yoslorday'c Puzzle solved; 


aaaa □□□□□ BaoQ 
□□□Q □□□□□ ODQD 
□GIBE] □□□□□ □□□□ 

□□□□□□□a □□□□□□ 

□DCIB □□□□ 
□□□DOB □□□□□BBB 
□BBQ aaOBB BBB 
BBCa □□□□□ □□□□ 
BBB BDBBEl BBBB 
□□□□□□BQ QBaBaB 

□□□□ BBBB 
□□□□□□ BBaBBaBB 
□□□□ aDBBQ □□□□ 
□BOB aBBBB DDBB 
□BBB BBBBB BBBQ 


53 Logan or Raines 

54 Activate ono 

55 Sword. , 


I IF SEnSitBER 14 15 YOUR 
BlRTHDAYf You arc a natural character 
uiilyst, psychologist. You are inquisi* 

I live, seldom satisfied merely to be told 
something happened - you demand mo- 
tives. You ore blend of intellectuality and 
s exuality. You are hi ^-sttung. atira aive, 
dynamic, conirovctsiol. Cemihl,' Virgo, 
Sagittarius jxisons play leading roles in 
your'life. urrenl c^de highli^ts busi- 
ness, marriage proposal. Later it is possi- 
’ ble there will be on addition to family. 
AR^ (March 21sAprlI 19): Finan- 
cial pressure relieved. Experiment, in- 
vesligafe, try different wonirobe, amingc 
enteilBinmeni program related to poTi- 
' dies, charity. 

: ' TAURUS (April 20-May 20); At- 
tempts to lake what is yours will fail - 
protect possessions, insist on accounting, 
references. Resiriaions removed by 
puliiM demands in writing. 

GEMINI (May 21-June 20): Obtain 
hint from Taurtts me-ssage. You'll dis- 
cover power of written word. Launch in- 
vestigation, turn down picas from rela- 
tive to forgive plagiarism. 

CANCER (June 21-Juiy 22): Mu-dc to 
your ears! You'll be dealing with sound, 
words, pictures — what you hear from 
loved one will be music to your eais. At- 
tention revolves around design, voice, 
decision about marriage. ’ 

LEO (July 25-Aug. 22): Major wish 
..fulfilled in dramatic fashion. Mystery in-, 
volved, you'll be concerned with things 
, that go bump in the nlghL 7\vo Gemlnis 
re^nsible for surprise party. 

vIROO (Aug. 23-Sept 22): Commu- 
nity project results in bntowal of honor 
- step right up, avoid being overly mod- 
est. You’ll know where you stand, what 
to do for greatest advantage. 

LIBRA (Sept. 23-Oct. 22): Added 
recognition comes as result of published 
material. Look beyond the immediate, 
don’t water down idealism. Maintain 
'posttivValiitude concerning soul mater ' 'C 
SCORPIO (Oct. 23-Nov 21): Face the 
. music! What you feared turns out lo be ' 

. more amusing than frightening. Leo in- 
volved. helps prepare program featuring 
showmanship. Answer to question: A6 
Tirmative. make fresh start! * 

SAOnTARIUS,(Nov. 22-Dcc. 21 ): 

Division of property featured, be practi- 
cal, don't close your eyes to possible de- 
ception. Be generous, not extravaganr. 
Family members pull you tn-iwo direc- 

— lions-demandcooperaiionrharmony: 

CAPRICORN (Dec. 22-Jan. 19): Ac- 
cent on body image, long-disiuncc corre- 
j-gxmdcnce. partidpaiion in conference 
. relating lo "human rights.” Young per- 
ison profiu from your effons. thanks you 
profusely. Gemini involved. 

AQUARIUS (Jan. 20-Feb. 18); Don't 
^pull punches! Lunar position highlights 
"Inveniivcoess. sensuality, freedom of 
thought, action. Those who attempt to 
erect barrier should be told. “Stop iL 
pronto !" Sc orpio in top role. ' 

FISCSS (Feb. 19-Murch 20): Individ- 
ual who claims to be dow n-and-«>ui could ' 
actually hc.pn>spen,His. Investigate, take 
nothing fi>r gruntexL' demand cr^ntiols. 

’• Material you nccd'arrives in mail. 














Lighter load of books weighs on librarians 


DEAR ABBY: You could do us 
librarians on enormous favor if you 
would print-this-to hcip-us retrieve- 
some of those books that hove wan- 
■ dcred away. 

Sumrncr is over, and many school 
librarians, like me, hove completed 
the dreaded “inventory” ehore. TTiis 
is always disheartening os wc tolly 
(he books that have disappeared. 
Some moved with students, some 
were honestly misplaced, and others 
simply “walked. off in pockets or 
backpacks. Meanwhile, book prices 
soar, school budgets plummet, and 
replacing these books is next to 
impossible. 

Parents, you can help, too. Ifyou 
• find a book with'd libr^ stomp in 
your child's room, return it. If, 
while, unpacking the moving 
boxes, you uncover a book from 
your old. school, mail it back. Wc 
will be happy to receive it, no 
questions asked, no fiiies imposed. 


baap Abby 

ABigail ,,, 
VanBuren 


Be aware that if a book looks like, 
a library book, it probably IS a 
library book. 

Please don't sell these books at 
garage 'sales, give them to friends, 
throw them away, or assume that the 
librarians won’t care one 'way hr 
another. We do care. Books that 
have gone ostroy will be 'welcomed 
back with open arms by the young 
readers who have yet to enjoy them. 

- TERESA BATEMAN, 
BRIGADOON ELEMENTARY 
SCHOOL, FEDERAL WAY, 
WASH. 

DEAR TERESA BATEMAN: 1 
ami certain you speak for countless 
librarians throughout the fond. 


• Parents, children, please heed this 
plea: Round up all those library 
books and return them to their right- 
ful 'owncrs immediately. To keep 
them is tantamount to stealing. 

DEAR ABBY: In view of all the 
serious problems in the world, this 
may seem small to you, but to me 
it’s a big one - and it bothers me.' 

I am a divorced woman with three 
grown children, My ex has remar- 
ried. I woited a long time for grand- 
children, and now I have three. 

My ex’s wife refers to herself os 
my grandchildren's grandmother. 
.This woman has two dauglitcrs. She 
is much younger than I and will 
probably have grandchildren of her 
own someday. 

I would never dream of calling 
myself grandmother to. someone 
elsc's grandchildren. 

. . I say. don't confuse the children 
with oil these "grondmothers”: it’s 
tough enough to know the players 


without a scorecard. Abby, don’t 
you agree she should think of anoUi- 
er name for my grandchildren to call 
her? 

- ANGRY GRANDMOTHER 

DEAR GRANDMOraER: Your 
anger is probably justified, but if 
you're wise, you won’t quibble 
about whnt the children coll your 
ex’s new wife. Technically, .she is 
their step-grandmother. 

Your energies would be better 
spent on being the granny who 
spends quality time with them 
reading to (hem, taking them on out- 
ings, etc. Sooner or later they’ll fig- 
ure out who’s who - and what’s 
what. 

CONFIDENTIAL TO THINK- 
ING OF DROPPING OUT IN N.H.: 
Abraham Lincoln said, “I wilfprc- 
parc, and someday my chance will 
come.” Stay in school and get pre- 
pared, so you’ll be ready when 
opportunity knocks. 


Valley happenings 

- ^erome-Historical-Soclety-hieets^today-— - 

JEROME - The Jerome County Historical Society will meet at 7:30 
p.m. today at the Jerome Civic Club Memorial Library. 

State Rep. Maxine Bell, R-Jerome, will present s slide show about- 
her experiences in the Ukraine, a trip she took under the auspices of 
the Citizchs Network Agribusiness Alliance Volunteer Program for 
Foreign AfTairs. The public is invited. 

TEGcclub plans annualliunters’ breakfast ' 

SHOSHONE - The. West Magic Lake Rccrcotion Club has planned 
its annual Sagehen Hunters Breakfast for 9 a.m. to noon Saturday on 
the deck at the clubhouse. . . 

' Cost is S5 per person. A dravVing for a shotgun and other items will be 
held in the afternoon. The lake is high and the fishing is good. All are 
welcome. For more information, call Jonny Bubb at (208) 487-2037. 

Teaching soaety sets meeting Saturday 

TWIN FALLS - Delta Kappo Gamtrio, the international teaching 
society, will mcct ot 10 o.m. Saturday al the Canyon Springs Inn. 

' Cnroi Brockway will give a program on “Professionol Image," and 
Linda Bulchcr will shore ideas on literacy. Ireland is the featured country. 

Open house honors Gooding center 

GOODING - An open house to celebrate the Gooding Rehabiliution 
and Living Center’s 25 years of service in the Magic Valley area is 
planned for 2 to 5 p.m. Saturday at the center 1220 Montana St. 

A mini health fhir will take place during the open house. It features 
free blood pressure and hearing screenings and information -on strokes 
and joint surgery. 

Music boosters sponsor ice cream social.- - 

' FILER - An old-fashidned ice cream social sponsored by the' Filer 
Music Boosters is set to begin at 6 p.m. Saturday at the Filer City Park, 
if stormy weather conditions exist, the event will be held |n the cafete- 
ria ot the Filer High School. . . _ 

ice bream and table service will be provided. Those attending are 
asked to bring a plate of goodies. Parents and oil others interested in ' 

' the music program are encouraged to attend to meet the music teachers 

and hear about upcoming cvcn'ls. Entertainment will be provided. 


The-Times-News-wtlcomes news-of-^mmunity-cveSits. Send mafer-. 

iai to The Times-News Valley Happenings, PO Box 548, Twin Falls, 
ID 83303‘^548. Please submit news at least a week in advance and 
include a phone number whcK you can be reached. - 


Candy conference 
set this weekend 


TWIN FALLS - The 1995 Idaho 
State Tobacco and Candy 
Association Convention will be 
held Saturday and Sunday at the 
6anyon Springs Inn. 

The Candy Trade Show is planned 
for 2 to 4 p.m. Saturday at the conven- 
tion center. Company representatives 
are encouraged to attend. 

RqircscntotiVcs from both the tobacco 
and confixtion industries will address 
any concerns or questions that relate 
to the wholesale distribution business. 

,For_.m.orc information, coll 
korlcane Alien at (208) 375-5805^ 


CSI setsi painting, other classes 


offered by the College of Southern 
Idaho Continuing Education 
Division are set to begin soon. 

• Decorative Folk Art Painting, a 
non-credit class for intermediate 
and advanced students, will focus 
on a decorative Norwegian style of 
painting called rosmaiing. Closs 
will be held from 9 a.m. to noon 


Saturdays, Sept. 16 through Nov. 
18, in Aspen 150. -The fee is S47 

plus materials. ' ... 

• Introduction to Commodity 
Trading will give students an under- 
standing on how to invest money. 
The non-credit class will meet from 
'7 to 9 p.m. Tuesdays, Sept. 19 
through Oct. 24. in Shields 108. 
Cost is S30. 

Registration may be done in (he 
'laylor Building Kccords utlic^ 
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Valley life 


Hispanic commission plans meeting today 

The Times-News Centre on the Grove, Flying Hawk 

■ Room', 850 Front St. 

BOISE - Tlic Idaho Commission For more information, call Lydia 
on Hispanic Affoirs is planned for G. Guerrq or Grucicia Moscrip at 
1 :30 to 2:30 p.m. today at the Boise (208)334-3776. 


UHUi 


KFC 


4 - CHICKEN STJilPS - $1.99 

12- CHICKEN STRIPS- $5.99 


Cain’s... 

Your Floor Covering 
Headquarters! 

Mohawk » Cobin Croft 
Evans & Black • Philadelphia 
Mannington • Congoleum 
Armstrong • Capel Rugs 
Hardwoods 



Medicare teleconference set Friday 



The Times-News 

TWIN FALLS - "The Future of 
Medicare and the Balanced Budget” 
is the topic of a national town hall 
meeting to be, broadcast via Edward 
D. Jones & Co.’s live satellite net- 
work. 

Newt Gingrich, speaker of the 
U.S. House of Representatives, will 


be the speaker for the program, set 
for i 1 a.m. to 12:30 p.m. Friday. 

■ The program can be viewed at the 
three Edward D. Jones Co. offices 
located at 1525 Addison Ave. E., 
834 Falls Ave. Suite 1010 and 131 
Main Ave. E. Seating is limited and 
will be on a first-come, first-served 
basis. To reserve space, call 734- 
9 1 06, 733-4925 or 734-0264. 


Oldies concert benefits police ^sociation 


The Times-News 

TWIN FALLS — The Drifters, 
Tommy Roc, Lcn Barry and Tommy 
Jones will perform in concert 
. toni^t, a fund-raiser from the Twin 
Palis Police Benefit Association. 

The concert is scheduled for 8 
p.m. in the College of' Southern 

-Jdaho-gym; 

. Tickets arc SI7'5p and iue ayail 
able at Video Wpst, The Music 
Center or Everybody’s Business. 

Funds from the concert will go 


Keep# with the Ibnes. 

Read Weekend. 
Every Friday 
In The Times-News. 


toward crime prevention and drug 
awareness programs, the Officers 
Assistance Fund, the Wishing Star 
Foundation, Camp Rainbow Gold, 
Little League Sports and to families 
that have suffered cotastrophic med- 
ical or personol losses! 


• Expert Installation 
R o ildentlol ft Commercial 

> Free estimates 

• Serving oil ofTi^oglc Volley 
" & Wood River Volley 


^ h ® @ » m “ ® ■ 
furnl/hitig/ 

204 Main Ave. North • Twin Falls, Idaho • 733-711 1 


Information: Motor 'Vu Drive In 


734-2400 „|. 324-8875 ■ i«o ICasiLm DH.v - 7.i.w,22r, 

On Mntincc.s tVoin 12:()(M:0I) pm - Atluil.s S4.00. 

Imm* .Sljii'tinn 4:00-f»!00 pm - AtiuUs S.V ‘ 


Open Frl-Sot-Sunday -Golos Open 7:45 1 
ShowSI 8:15 ShowF2 8:45 I 

APOLLO 13 WATERWORID* 

,OM HAWtS oa KEVIN COSTNER - 


















World - 


Bomb suspect 
eludes police 

PARIS (AP) — His face is every- BjjHHR 
where, but iinti-tcrrorism police try- 
ing to solve Q waVe of bombings V 

can' t find him a nywhere. 

More than 170,000 posters of W 

France's most-wanted man, Klialcd - • 

Kclkal. have been plastered on the ^ 

walls of bus stops, train stations, 

post offices and even grocery stores. “'i.:’' 

Army troops anf] national police \" iT" ' 

have token up positions at airports \ 

and border crossings. On 'V 

Wednesday, soldiers were sent to 1— — ^ 
guard the French side of the English ' «*ptx>to 

Channel tunnel. An officer prepares posters of 

The Interior Minislry has' even France's-most wanted man, 

r'i!? KhaledKelkal.altheArraa 

information leading to the arrest of im 

the 24-ycar-old Algerian, whose fin- P®**®® headquar^rs In north- 
gerprints were on an unexploded ®fn ”V®®°®y' . . ... 

bomb 'found last month on train Justice Minister Jacques Toubon 
tracks near Lyon. met Wednesday 'with the national 

But the scrulTy man piciured in prosecutor and France's anti-terror- 
jeans ond high-top sneakers is still ism Judges. “We have to prevent ter- 
at targe, his smirking pholograpli a ronsm acts and caiciniic authors." 
silent taunt ot authorities trying to he .said in a terse statement afler- 
solve six bombings or attempted ward. 

* bombings in os many weeks. Police late Wednesday were 

' Investigatdrs have complained scouring the eastern city of Colmar 
' that a lack of cooperation among aficr n gas station attendant reported 
police agencies has hindered the seeing a man with a strong resem- 
- probe. -- blancc to Kclkal. A wanted poster of 

Prcsidcnt' Jac'qucs Cfiirac warned KclEiniangs in the gas station, and 
investigative chiefs that “when we police said they were looking for the 
•/get out of this crisis" he will “judge suspect’s light green Ford, 
their competence and will to tear Working on a theory that Kclkal 
down the barriers that could exist" may have made his way to the south 
' between the dcpurimcnls. "I will of France in a stolen car, authorities • 
take the necessary measures, at all also stepped up patrols in the 
levels," he said on national tclcvi- Mediterranean port of Marseille, 





STATKMKlM^r FACTS: 

jii.sl iMirolisisocI > ai*il.s of \ ita> I i 

(•ariM*! ilirt^of from a fac^faar.^ w arolieiii.sr isair ai 
.«»a%'iiiju;.<s2 ,%ml ISaiiiirr i.s f>a.s.<>»iiijuf iJir .savia^Us on lo our 
i>laii.'«' rolls sirc' prirc'il ai 1/2 l*ICK'F liFSS. 
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police sources said. 


TV’s Sherlock 
Holmes dies 

LONDON (AP) — Jeremy Brett, 
the actor who brought the legendary 
detective Sherlock Holmes to life 
on television, has died at age 59. 

Gninada Television said Bnsit, star of 
‘ the 4 1 episodes of its Sherlock Holmes 
scries, died of heart failure in his sleep 
early Tuesday at his London home. 

Brett's portrayal of Holmes was 
_ n:gardcdasoncoflhefincstcvcr. Tolland 
doik. with a hawk-like prolllc and picrc- 
■ ■■ ing Q'csrhe seemed made fortlic pan. 

"A finer Sherlock Holmes has 
never, and will never, exist," said Solly . 
Head, Granada’s controller of drama. 

His films include “Nicholas and 
Alexandro,” ond "My Fair Lady,’’ and 
on television, he played Max dc Winter 
in "Rebecca," and Robert Browning in^ 
"The Barretts of Wimpolc Street." 

Military plane crash 
may have killed 75 

COLOMBO, Sri Lanka.(AP) — 

A military transport plane crashed 
into the sea in stormy weather off 
Sri Lanka's west coast Wednesday, 
and all 75 troops and crew on board 
were feared killed. 

The plane had been carrying 
troops for- a planned offensive 
against Tamil guerrillas^ But air 
force officials said there was no 
evidence it was brought down by 
Tamil rebels. 

The AN-32 was headed for-Palili 
air force base in northern Sri Lanka. 

It had just taken off from 
Ratmalana airport, seven miles 
south of Colombo, in h driving rain 
'wlicn it disappeared from radar 
screens, said Brig. Saraih 
Munasinghc, a military spokesman. 
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As Coij^rcss coji/rniies 
. hearing on Ruby Rid^e. 
what wore cnii we learn about 
the Randy Weaver case? How 
will these hearings affect the 
political landscape? "huo 
experts on the events, 
attorney David Nevin and 
journalist Dean Miller, xoill 
, analyze the hearings and 
anstuer viexver r/Kcsfioris on 
DIALOGUE'S toll-free line: 


Hiursday, 

September 14 at 8:30 
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Nature: 
the best 
designer 

The South have afforded many 
Magic Valley residents an entertaining 
day awoy from it all. My family and I 
have not plumbed the depths, nor scaled 
the heights of their many ond varied 
natural smprises. ' 

The Rogerson turnoff provides access 
to one of Uiese. The road leads up to the 
Magic Mountain Ski Resort, winding' 
through plcasont'woods and forests. Af- 
ter about'three miles, Buck Skin Road 
forks off to the right. From there, an 
easy uphill hike brings one to the^place 
that my son come across on one of his 
cross pountry 


His description of "giant lavo pan- 
■'5akT;T’"8buhdea" jntngujng enouglTlo 
^arrant making the trek. Characteristic 
of this area, the woods give way to a 
band of low, dense scrub ond then on to 
grassy knolls at the very tops of the 
hills. From thc'rop,' one can gain o 
panoramic view of Idaho, Utah and 
Nevada. The sprawling landscape cap- 
tures the photographer, artist and natu- 
ralist in me all at the some time, 

1 was in no hurry, so my spirited 
guidp, best friend and son ocquieaced'To 
n slqwer climb of this partlculor sum- 
mit. 

The. birds were singing a choerfbl 
tune, bees buzzed with apparent con- 
tentment and 1 whistled o happy tune. 
Besides, the stone pancakes would 
probably stay where they were for o 
’ while longer. It hod been o long time 
slnoe 1 had felt the scratch of prairie- 
type grasses on my legs. 

Memories of ohlldhood outings 
through Africa’s bush veldt and vast 
plains of tall elephant grass scattered 
. ..with flal-topped ihom trees-weUed up In 
my head, 

Far off down. th»iundulating volleys, 
the fierce Idaho sun had burnt the mead- 
ows to u silveiy gold. Slill moro images 
of (ho A(Vlcan bush invaded my mind. 

. Without really realizing it, my dlstont 
^s'ydrbdms had brought me to a halt - 
but an Impatient. look from my fellow 
hiker haditne book on schedule. Wc 
gained the top with no Airiherdoloys. 

The hardest part was. over andbur ge- 
ologic breakfast was ready and waitlng. 

Several piles of what looked like flat, 
Slone pancakes dotted the area holow 
us. Farther over, more mqjcstlc buttress- 
os of layered lava s]h]|cd culovor the 
grassy moddow. Mahogany brown, 
black and grey formations ehoiuited 
with yellow and oronge lichen stood 
guard ovor the peaceful volley. 

The rock formations were simply a 
springboard, for my mind's eye, on- 
obling it to race home to favorite places 
in my far-flung upbringing. Oiant rocks 
ofgranite, rounded with the obrasion of 
time and noture, provided hours of* 
'imaginative fun. . . 

It was a return to childhood - with 
coves and castles, tunnels and towers 
that transformed ipe into knights and., 
warriors while my parents lat in the 
shode of mimosa-trees enjoying a weli- 
eomed weekend. 

' But the South Hills rocks were mode 
__for.cUmbingft.and_thnU8.iusl,what,Ldld. I 

Actually, the ici'd' I'n me made me do ft. 

As the sun rose into a cloud-studded 
sky, we sat in the shode ond mused at 
just how these shapes' came about. The- 
ories came one after the other, the next 
greater than'the last. - 
No matter how much talent 1 hove in 
the arts, 1 hod to concede once again 
that nature is the best sculptor I nave 
ever seen.’ Once again, the evidence lay 
■ beforerme -'wonderfUl pancakes, good" 
enough to visit time and again, no cook- 
ing necessary and no syrup-required. 

A naf/vc of South Africa, Peter Page 
gained Ais appreciation for the outdoors 
during his cJuJdhood in Rhodesia - now 
known'as ZimlTaBwe.'' He came to the 
United. States as a young man and liow 
co^manages a smaJi grocery in Jerome.- ■ 
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Going ‘Bach’ to the mountains 


By Mark Weber 
Times-News correspondent 

MACKAY - At 12,140 feet, Mount 
Breitcnbach towers neorly 4,000 feet 
above the Pahsimeroi Valley, its im- 
mense north face soaring uninterrupted 
vertically for 2,000 feet, a massive 
swoth of fluted rock, ice and snow. 

Named for Jake Breitenbnch, who 
died during the 1963 American Everest 
Expedition, it is Idaho's fifth-highest 
pc«. 

It is a ma^et for climbers, so a friend 
and I gave it a shot on a recent outing. 
We gained the summit, but didn't get 
down fast, enough - and hod to spend 
the night huddled at more than 12,000. 
feet. 

Although prepared, we were a little 
surprised to find ourselves In such cir- 
cumstances. We’d been caught out at 

on other mountains durin g other 

climbs, 6uT 1 felt I'd outgrown this sort 
ofepip. 

So it goes in the mountains. 

First climbed In 1982, our route as- 
cended ribbons of snow'and ice that 
snake their way up the huge face while 
crossing two sections of exposed and ' 
— detcriorntingTockrimillrthere nre-ldto”* 
18 pitches of roped'climbing. The route 
didn’t have a second ascent until 1986, 
and of the handful of climbers who have 
ottempted it since then, few have made 
the summit. 

We begon the climb by cruising up 
nearly 1,000 feet of steep snow and 
overcoming a couple of small rock steps 
before oirlving at the first difficult sec- 
tion - a band of ro|ten and crumbling 
rock that forms o small clifT. All morn- 
ing long, good-sized rocks had been co- 
rcenlng down the face, bouncing off the 
walls and flying over our heads. 

Eric had the' lead and he began to 
scale the crumbling cliff while I belayed , 
ftom Che shelter of i smoll outcrop. On a 



The f^orth Faea of Mount Braltanbach In tha Loat RIvar Ranga naar Mackay. 
Just right of cantor. 


MARX WESefVTTM Tkne^«« 

Tha climbing route ascends the face 



Eric Th oma s s wiftly climbs easy ground on the tower 


afopas of Mburit BrsItehbacH. 


sunny doy at the City bf Rocks, this 
short pitch would have offered little 
challenge, but — ot 1 1,000 feet with 
backpacks, crampons and mountain 
boots - I was 
glad it, was 
Eric's lead. He 
climbed up 
through’ the 
loose and shot- 
terod lower 
reaches, only to 
be stopped by a 
steep and unpro- 
tcctablc section 
noor (ho top. 

After several 
tries, his oodH- 
dcnce withered 
oway and he re- 
linquished the 
lend to mo. As 
he hod , been 
struggling, I had 
been 'sizing up 
other routes to 
overcome the 
cliff. After one 
false start, .1 
found the key 
and 1 climbed 
beyond the cliff 
to 0 small, slop- 
ing ledge. 

The position 
wos very ex- 
posed to incom- 
ing rocks, so I 
yelled down for 
Efic_ to hurry 
olong. A mo- 
ment later, I 
hcord another 
salvo of rocks 
ricochet off the 
wolls obovc. 


"Rocks! Rocks!” 1 yelled, before turn- 
ing my back into the line of Hro and 
covering the bock of my neck. Severol 
largo stones struck the wall and explod- 


ed to m^eft, whjio onother small rock 
smacked the back'of mv' helmet os if to 
say, "Worning! The odds arc catching 


MARK WCBOVTh* n 


Up with you." 

The longer we spent on the face, the 
higher our chonccs of being hit. 

Climbing snow ogain, we made onoth- 
or 350 feet, but the mountain slowly was 
wearing me down. The crumbling rock 
pitch and the near miss on the ledge hod 
weakened my resolve. We were sur- 
rounded by rock walls in o norrow, 
snow-niled gully known as n couloir. 
As ! rounded a comer, |ho most difficult 
- or crux - pitch come into view. 

A vortical woll of shattered rock 
plates and tablc-siio'blocks choked Utc 
couloir. Climbing it would have been 
folly, but Eric silently sized up the wall 
as if he Intended to toko a whack at it. 

"Look, man, if you foil off this thing, 
there’s a good chonco the rope could be 
cut on those sharp edges," 1 cautioned. 

Eric agreed, then told me that, in his 
opinion, I was-the better rock climber 
and, therefore, it wns only right that it 
should bo my lead. 

"No way, buddy!” I snapped back. 

Eric looked down and, to my surprise, 
replied, ‘Til give it a try.” 

. He dropped his pack and began dig- 
ging for his rock shoes. At this point, it 
was lote in the afternoon, and our op- 
tions weren’t good. Wc could either nt- 
tempt the wall above and hopefully 
make it, or start an epic dc.sccnt - leav- 
ing much of our gear behind as rappel 
anchors. I was glad Eric had volun- 
teered, but at the same time 1 fretted 
over the consequences if something 
went wrong. 

'We both knew there wos nb'chancc oT 


a speedy rescue and even a minor injury 
could become deadly. 

As Eric worked his way up the rock 
face, I gathered he wos trying to redeem 
himself afler backing down the earlier, 
easier pitch. If that was his motivation, 
it did the job. 

' It may have been cra/y, but it was a 
truly heroic lead. To save time, I fol- 

lowcd-in.mountuin boots with my ice- 

axes holstered nt my .sides. What had 
oppeored merely terrifying from the be- 
lay was, in fact, totally horril'ic. My 
clunky boots sknlcd-across the face as 
my fingers'gropcd for holds. 

When I reached the belay, my legs [ 
wore shaking and I wns out of breath; ' 
Eric couldn’t help but crack a grin. 

I congratulated him for his outstand- 
ing effort as wo prepared to finish the 
climb. The couloir had narrowed con- 
siderably and was. in places, only about 
8 foot wide. Wo were on steep snow, 
and pOBsed beneath n huge boulder 
wedged between the waits 20 feet over- 
head. From there, wc pushed on toward 
the summit. 

Wc finally topped out at about 10 
p.m. Wo Were hoping for a quick de- 
scent via a "wulk-on'" route, but were 
thwarted by steep terrain with no easy 
way down. Exhausted iind with failing 
light, we made the decision to bivouac. 

It wns a long night but. around 5 ii.ni., 
an omnge glow finally began to develop 
to the cast. Still shivering and stiff from 
the night's inactivity, we packed up gear 
and resumed our descent. 

It took the better part of the morning lo 
descend via the cast ridge. Wc down- 
climbed hundreds of feci of steep snow and 
rappeled one cliff.scction, then wc were on 
the trail and headed for Hric’s truck. 

As wc stumbled down the trail, e.\- 
huusied and hungry, life seemed just a 
little sweeter than it had before. 


Teen wins whole shooting match 


Colorado Sj 
OozettsTt 


’ Joson 



ELLICOTT, Colo. 

Booker k new i t was time. 

He had no fewer*ihari 27 clocks 
omong the bundreds of trophies, 
ilaques end miscellaneous awards 
le's collected on the trapshooting 
circuit the post 10 years, and his list 
of credentials Included at least nine 
Amateur Trapshooting Association 
rerarils. 

He’d been the youngest (14) to 
win the state title, the youngest to 
break -lOO torgets in doubles co'm- 
p^tion, the youngest to-become-a- 
27-handicap shooter, then to break 
' 100 and score a grand slam from 
the 27-yard line ... 

He’d been to the big time, the 
show, (he ATA Grand American 
World Trapshooting Touraoment.' 
He’d been on the si^junior or Ju- 
nior' oll-Aihdicq team :elght^t^^}es 
—7 team capioin sev^n.— and was 
.champion of champions -for his age 
group in 1992 ... 

He ded for second a year ago| so 
when he' stepped up to the Ime at 
this year’s Grand, the premier event 
in trapshooting,. in ’Vandollo, Ohio, 
Aug., 10-19, be rejolly wasn’t too 


'“1 wasn’t thinicing obout anything 
else except hitting (he targets," he - 
said. "People lotcr (old mo about all 
the exciiemcnt and the noise going 
on'behlnd me. but I didn't hear or 
'see'n thing?* - 

Instead, he kept his head down. 

' Kept his eye in the targets. Fired. 
Followed through ... and eventual- 
ly won the whole sbootin’ maicKV 
among.a field of 4,144 competi- 
tors. • ■ [, 

-Booker missed only one target in 
each of the cloy target (singles). 
Grand American handicap and dou- 
bles«vuts'tafmikhwith397butof ' ‘ 

-a possible 400.- : - - - 

The performance earned him'the 
high ali-oround. (he best total score 
in the big three events of the tour- 
nament — and (he prestigious 
Grand championship. - 
Along the woy, he matched his 
lost year’s score of 99 in the hondi- 
cap'tq finish in q six-way tie, but- 
scored the only perfect 25 in (he 
single-round shooioff. - 
“I missed the 82nd torget last 
. yeor and the 83rd this year," he. 
said, cracking a smile, taking a 
break from making' deliveries for 
the foihily’s Big Volley Forms sod- 
ftirm operation, jmt a Ijnie 'co^ of 
“EHicotmrgh'^B'ool, where. hc~ 


played foolball and baseboll and 
wrestled. , 

"At that role, I figure I’ll break 
100 in another 17 years.” 

Well, maybe o little sooner. At 
19, he’s prooably the youngest ever 
to wnn the Grand championship — 
certainly the youngest torn the 27- 
yard line. And he plons to keep 
shooting for a long time. 

"1*11 try to repeat,” Booker said. 
“No one's ever done thot before. 
It*8 the goal now. 

"t have work available for me, 
and maybe college — but no matter 
what I do. I’ll be involved in shoot- 
ing'.-I've always been around-it.- 
Thcre's just something about it." 

His father, Don, and mother, 
Cbarltt, have offered encourage- 
ment and support And working at 
the family s^-form business, com- 
plete with a practice facility, pro- 
vides the flexibility to travel and 
compete. , 

"1 might'get home from a shoot 
Sundoy night or Monday, then 
work two days and go bock," 
Booker said. "If I’m not shooting 
I’ll worit oil Week — bilt be ready 
to go when, the next one comes 
olong." . j 
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Several bird hunting 
seasons open Saturday 


TheHmes-News 

-JEROME--: -Several- upland 
gome bird seasons will open 
Soturday in the Magic Valley 
region, including sage muse, 
sharp-tailed grouse, enukar, 
'gray partridge and valley 
- quail. 

Most bird hunters will be 
gunning for ponderous "brush 
buzzards" — os sage grouse ore 
sometiines known - and the 
-Other-Upland- gnmebirds-gcDcr- 
ally ore shot os an oftertbought. 

^ge grouM hunters proba- 
bly'will find lower bird num- 
bers than they did lost year, 
and birds will be harder to 
find, according to the Idaho 
Department of' Fisb and 
Game’s regional tofflce in 
Jerome. . ! . 

The numbers are dCwn be- 
cause of the cold, wet weather 
in May and June. In addihon to 
killing young birds, the unsea- 
sonably harsh weather was 
tough' on insecir-'whl^are a 
raple food for uge giq^. 


bers throughout the region 
were higher than they’d been 
-since 1968rThe census data 
were gathered from hunters 
and wings collected through- 
out (he season. 

The high numbers sparked 
high hopes Uiat 1995 would be' 
an equally good year - but 
hunters should be prepared to 
work border for their birds. Be- 
sides having fewer birds, 

. southern Idaho has excellent 

„ hnhjtnt thic yi»pr — wi th pli»nty 

of hiding cover, forage and 
disposed water sites. 

*Fhe upshot is that sage 
grouse probably will be hard to 
find. 

Quail numbers should be 
comparable to last year. Many 
observers say that good quail, 
hunting will be fouiid in the 
Gooding, Hagerman, Tuttle 
and Glenns Ferry areas. 

On the shaip-tailed scene, 
hunters should note that sharp- 
tailed grouse have been re- 
leased in the South Hills - Unit 
. 54 >:■ but there is no open sea- 
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■Wolf Wars’ recoants animal’s return 


The Associated Press ■ - • ■' " 

■ Hank Fischer raced soulh on In- ' WlU 

terstate 90 from bis home in Mis- TlwiTTiiMia ' ‘ 

soula, Mont, toward Yellowstone . -,1 . ^ 

Notional Park. He was late for a JkBTCHUM 
date with destiny, cfawt^i^reiid aai 

It was Jon. 12. now considered a .s'Wo^ara^tteiat^un^ 
milestone in the quest to reclaim 

some of America’s wildness lost I'l^-' ~ 'i J ■ •' ' 

in the nation’s westward expan- traces the convoluted trail leading 
- to the release of 14 wolves in Yel- 


wfll 

lhiblltti«a.Nm I the.M^'Street BoWlafe. 2lif‘ . 

' MalnSt - .* i t j. 

. , KBTCHUM- Author Haak Fis- ,v The event wtll 'raiaeuftipds^ < 
cbertVi^rBad anilrdign copies of^’.iYo^Uie'Wolf. Center: For tnoirev : I 

. a St 6p£t JbmMkK'at 


It was the day the wolf returned lowstone and 15 in central Idaho’s 
to Yellowstone National Pork. wilderness areas early this year. 

Fischer, regional representative “You have the good guys,” Fis- 
of the conservation group Defend- chcr said in an interview from his 


wilderness areas early this year. vice, formerly the Biological Sur- 
“You have the good guys,” Fis- vey — started laying the ground- 


retary Bruce Babbitt June, 15, 

^aii vly n iiiCT inralg >994. 

Through' it all, Aelp”cahie from 
.thB.MaIn Street BookCsfo, unexpected sources. Fischer cred- 

' MainSt* '“ • ' • jf 'i- ' ' its former- Sen. Jim McClure, R- 

M The event will raiBWftinds' ' Idaho, mistnisied by' cnvlronmen- 
tiYotfthe Wolf Center: Fortnorev talists, with helping prod wolf re- 

:HDlm9umdtlWUli2iS*37Q01i covery when politics stalled it. 

•' Opposition also came froth' Uh-' 

-i expected quarters. Environmental 
An agency that helped wipe out groups such as the Sierra Club Le- 
the predator in the lower 48 states ' gal Defense Fuiid and the National ' 
— the U.S. Fish and Wildlife Ser- ' Audubon Society objected to 
vice, formerly the Biologicol Sur- stripping the transplanted wolves 
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ers of Wildlife, was a player in the Missoula office. “You have the : Ranchers and 'other opponents cause an unknown number of 
I flong political and legal fight to ro- bad guys.* and people you don’t lobbied Congress to spike wolf wolves believed to already exist 


chcr said in an interview from his work for wolf recovery. 

KAiocnfilci “V/m. hnkr« »!,« 


In Idaho of the Endangered 
Species Act’s full protection be- 


4: store the endangered gray wolf to know whether they’re good or reintroduction. Ranchers feared-iL 
- ••a region where -it was. extermioat- bad. They’re ambiguous.”: - .wolves would kill their livestock;^ 


.'qd earlier this ccqtury. 

In his book “Wolf Wars,” Fisch- 
er describes how Canadian wolves “It has such broad appeal hero and In 1980, ainid growing polariza- amendment* to the act, allowing 
came to be released in Yellow- around the world.” tion, the Northern-Rocky Moun- problem animals to be moved or 

stone and central Idaho. The re- • In Fischer’s recounting, t|ie wolf ' lain Wolf Recovery Team ossem- killed under certain circumstances, 
lease began a five-year recovery — once a bad guy — gradually is bled by the Fish and Wildlife Ser- ' Since j|he wolves’ release, two 
plan whose future is unclear be- tronsfoirfied into a hero of the en- vice produced a plan that FiMher have be'en. shot' — one in Idaho 
cause of efforts jn Congress to vironmcntal movement. calls “a study in superficiality.” It and one in’Monuma, where it had 

block fiindipg. . He explains how wolves became ^did not_ mention restoring' wolves _ roamed Yellowstone — and- 

But'as Fischer sped to Yellow- hati^ in the West a's^settlers'killed . to Yellowstone. " ” "two litters of wolves have becii 

stone in time to see the penned off bison and other wildlife and A levised plan in 1985 recom- bom. 

wolves trucked in, ^ose political the wolf ttimed to cattle and sheep mended releasing wolves in Yel- Fisher says the experience is a 
-battles and a lawsuit by ranching forfood. 'lowstone. The Fish and- Wildlife poor- model for restoring endan- 


And then there!s Yellowstone. others feared their presence would lowstone are considered an “ex- 
“It’s just such on rcon,”'he said, limit use of public lands. perimental population" under an 

Tt has such broad appeal hero and In 1980, amid growing polariza- amendment to the act, allowing 


would be affected. 

The wolves in Idaho and Yel- 


tion, the Northern -Rocky Moun- 


E roblem animals to be moved or 
illed under certain circumstances. 

' Since the wolves’ release, two 

t !_ TJ_C_ 


“Most environmental battles 
. don’t have distinct- beginnings or 
; ending8,V.he writes. "Too often, 
:it’s unclear whether a battle has 
'beim won, lost, or postponed. This 
tiirie, things were different. I 
’ want^ to see those wolves hit the 
-^nisb-ljne/~I^-«uffered-through- 
' - too many bad moments during the 
ipast 15 years not to be there for 
-:the best one.” 

' The behind-tbe-scenes dramas - 
make up the '“wars” related by Fis- 
.cber, who served on the federal 
! Wolf Management Committee. He 


a good answer to the most com- 
monly asked question about 
wolves: what good are they?” 

Later, biologists began to recog- 
nize the importance of predators in 
maintaining an ecological balance. . 
Some believe Yellowstone’s large 
-elk-hcfds,- lacking-few-natural ene- 
mies, are overgrazing the pork, for 
example. 

Wolf restoration gained momen- ' 
turn in 1973 when Congress approved 
the Endang er e d Species Act, mandat- 
ing recovery- plans for wolves and 
oth^ endangered species. ; 


years later. - * 

It wasn’t until 1991 that 
Congress approved money for an 
environmental impact statement. 

Fischer relives the frustrations ' 
of cajoling funds. .out of a 
Congress reluctant to offend oppo- 
-nents-of-wolf-restorationrand-the-- 
public^heorings that followed. 

Fischer’s Defenders of Wildlife 
crested a $100,000 fund to com- 
pensate ranchers who tost live- 
stock to wolv^. 

The’ fund is part of (be final 
wolf plan signed by Interior Sec- 


too long, too divisive and too ex- 
pensive — $6 million and count- 
ing. ‘ 

“We need leaders who will pro- 
mote cooperation rather than con- 
frontation,” he Norites. “And we 
need interest ^oups — both in- 
-dustry-^md environraental— — thaf— 
truly wont to find answers.” 

. “Wolf Wars” by Hank Fischer, 
publishe^.by Falcon Press Pub- 
lisbin^. Co. 'Inc,,' Helena and 
BUJings, Afonr., / 70 pages, 
$12.95. 


Wolf pack adults caught, set to be transplanted 


: BOZEMAN, Mont. (AP) — A 

-federal wolf specialist has^paught 
^; .five of the six wolves suspected of 
■ ikilling cattle in southwestern Mon- 
tana. 

_ Ed Bangs, who heads the federal 
wolf recovery project in the Inter- 
mountain West, said the Animal 
Damage Control specialist was using 
leghold traps that the wolves have 
survived albeit with some sore and 

. . BwoUeo-fecL — - 

Three pups bom in the spring, one 

BUbttduIt'lanale'and'ohe'aduIt'male 
have been captured, Bongs said. One 

, Teen 

Continued from D1 
At the height of the competition 
season, he'll go through a.mjnimum 
of 1,000 Federal shells a week. He 
might shoot locally at the Izaok Wal- 
ton League range, just to keep In 
practice. He mi^t go to a competi- 
tion in Lafayette, or maybe in Solido. ' 

• - Or he might travel across the coun- 
try. 

In a typichl year, he'll enter. at 
least three major meets leading to ^e 
Grand, and wall tour the East for two 
or three weeks to' acclimate to the 
. weather. 

Otherwise, he mainly does what 
comes naturally. 

; "I just shoot,” Booker said. ”1 real- 
; ' iy don't moke any major adjustments 
going into competition. There's a lot 
’ of hand-eye coordination involved, 
and a lot of practice, but anybody 
con break targets. 

i “In a major meet, you just have to 
be in some kind of physical shape, 

; and a good night's sleep doesn’t 
hurt. But when you're young and 
dumb like me. it’s not too much of a 
problem.” 

• ■Whea not firing’the shotgun ' 

i usually still a Remington 1100 — 

Booker enjoys shooting pool and 
working on his pickup, “to make it a 
I little nicer.” And bunting ... natural- 

;Jyi 

“Birds, big game, prairie dogs, 
coyotes — I enjoy it all and it’s g(^ 
r . , practice for me," Booker said. *ilt’s 
; ' 'eli a matter of seeing your target, of 
'• knowing where it’s.at, and shooting, 
i'.'^du'^ve'tb "pay attention, ""gct'ydur"^ 

- feye bock in. Dunng dove season I'll 
miss. — but next time I won’t. It’s 

; i jiistpt^ce. 

• ^ “I like getting away from it all 

'for big-game himting, but it’s just 
'-.as. much fun bird bunting in a 
Kansas s'tubblefield with all my 
•buddies." ' 

' Booker’s success has not surimsed 
’ h two of his primary moitors, his fq-. 
: s/th er aD d~35-yearcompetition-trap-~ - 
'shootingvetetan Dick Gish. 

■ “Hell, yes, it!s what we were do- 
. ing this for,” Don Booker said, 
■'smiliDg broadly, laughing, when 
' --asked whether he expected a 
rOrthd'CbamploolO-ll years ago'" 

: ' when he introduced his son to 
' -shooting. . ' ; 

really, ;! never pushed him, 

■but 1 gfNt hun'good equipment and - 
"" ammo and saw that be entered the 
. .cbczq^tibDis be needed to in order to 

- bfiog out-his potential. When you 
' .bava the .desire, the equipment and 
-'’^'tiih'mdi^dud talent, why wouldn’t 


of the pups has been radio-collared 
and released in hopes it will lead 
trappers to its mother. 

Bongs sold the three pups proba- 
bly will be radio-collared and re- 
leased in the same area where they 
were captured, between Deer Lodge 
aad Basin. With teeth only half on 
inch long, the pups ore loo^nall to 
kid livestock, he said, and wolf man- 
agers hope they will team to hunt 
.wildanimalSi . . — 

The two adults and the subadult 
will be released in another area, 
probably Glacier National Park, 


Bongs said. The animals are now in 
holding petu in Helena. 

“My gu^ is the adults were (he 
ones doing the killing” of three 
calves, Bongs said. 

The pack is known os the Boulder 
pack. 

With the advent of hunting season, 
the unattended wolf pups probably 
will be able to bring down wounded 
or unretrieved deer, Bangs 'said. 
-Without-adulu around to teach tb^ 
to kill cattle, the pups may not devel- . 
opatasteToril* 

Bangs said he is not optimistic 


about the adult wolves staying 
wherever they are released. 

Wolves tkken to new territory tend ‘ 
to nwve considerable distances. Past 
relomtions hove generally resulted 
in dead wolves. 

Wolves released in Yellow- 
stone National Pork, and in central 
Idaho last winter have thrived, 
however, because they were re- 
leased in vast aregs with little 
livestock-and'huga-numbors-of— 
g^e .animals, B angs said. T hey 
were also able to .wander without 
getting in trouble. 



HUNT'S 
HUNTING 
SUPPLIES ft 
.^CUN REPAIR 


Ammo shop and took Jason under 
his wing, taking him to practice sa- 
sions and meets when Don could rio't 
get away. 

“We just got along good and 
turned out to be good friends,” 
Gish said. “He didn’t miss*much 
during the meets, Ihbugh some- 
times I had to hold his shotgun 
while he was chasing lizards or tiy- 
uig to steal banners. 

"There’s money in trapshooting, 
and Jason has what it takes to moke 


some. The main thing now Is for him 
' to keep the same personality be _bas_ 
now." 

' Indeed, Jason Booker seems unaf- 
fected by his success. ■ 

“The dove season's coming up, 
and I’ve got that scoped out,” be 
said. “1 can just go bock behind the 
farm for (hat. I can go up the rood o 
couple miles for antelope, and bunt 
deer a ways cast of here ..." 

And preporc'to defend his title — 
naturally. 
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Remote camera system 
eyes steelhead, salmon 


Thursday, Sapiomber 14, 1995 -Timo»*Nowa, Tv^n Falla, Idaho D-3 


Citizens aid anti-poaching effort Sawtooth National Forest closes ; 
Boip(.^)— toftc isycars bcjionmen^ ceitain aiess fot salmon orotection 

it bos been m op^tion. Citizens . round of controlled hunt applies- Jr 


Idaho's ... recording the fish os. port of a ptoduc- 
backcountry, an $8,000 system of tion study of wild populations in 
vidm comms, honiware and electron- wilderness streams. • 
ics is helping.keep track of migrating As migrating fishi approach a weir, 
steelhead and salmon to spawning they are guitW by the current through 
areas. ' an opening in the weir to an dectnmic 

^It s an automatic remote sysiem> counting tunnel, which det ec ts changes 
with clcctriciV providrf by solar pan- in water conductivity as fish cater, 
els, monitoring fish in the Selway- .Th* tunnel sends a signal to the 
Bitterroot Wilderness without requir- video camera, turning it on for 28 see- 
ing a number of humans on hand. onds at fow to five frames per second. 

. The system was developed by Fish After the “alarm" period is over, the 
and Gome biologist Terry Holubetz camera shoots one fi^e cvety four 
and technician Brian Leth. The outpost seconds. 

•is maintained by Tony Wright of The Running Creek drainage has 
Running Creek Riinch. He spends a. miles of untouched spawning habitat 
few minutes etuh day making si}jr the suitable for salmon or steelhead. There 
system is working prc^icrly. - is no logging, mining, ranching or any 

He changes, the video tape every other activity often blamed for degre- 
four to five days, and checks a down- dation of habitat. But there arc few 
stream migrant trap near a weir to salmon this year. So far in 1995, 
count, measure and tag juvenile Holubetzhascountedjusttwo. 
salmon and steelhead. The long-tcim goal of the smdy a to 

. The system elect^nically records measure high-quality habitat that could 
every fuh over 10 inches moving up produce young salmon and stedh^ ■ 
the stream day or night The array of So fiir results indicate there b a lot of 
sensors, video camera and infrared . habitat going unused because there are 
lights ignores sticks and pine cones, few retunutig.'(idults. 


briefly 


Baldy climb raises money for ski teams 

KETCHUM - The Sun Valley Ski Education Foundation will host the 17lh 
Annual Baldy Hill Climb on Sept 23 os o ftmd-raiser for the junior ski tacing 
teams. 

Participants start at the base of Womi Springs, then hike up Baldy Mountain vu 
the Warm Springs Ski Rumand finish at the gummit nf Bnl Hy nwrt m ti yitmut 

pj»taunmL Ihe total vertical climb b 3,140 feet over a 1.7^mi(e length and b 
suitable for both aggressive racers and wtdkeis more intent on the scenery. 

I -Walkers will begin at 10 a.m., and racen stan at 1 1 a.m. Participants will 
receive free T-shirts, and refreshments will be available at the Bolcfy Bose Gub 
Summit Aid Station.' Walkers and hikers should dress to suit the weat^. 

Average climb time to the top b one hour. Current course records ore 35:1 1 by 
Michael Tobin in 1989 and 42:29 by Susie Patterson in 19M. A SlOO bonus will 
be paid for new records. . . 

New thb year will be a drawing for one season pass for Baldy and two season 
passes for the'Sun Valley Nordic Center. All participants ore automatically entered 
mto the drawing, which will be held at 1 ;30 p.m. at Apple's Bar and Grill. 

The entry fee b $15 for ages 18 and i^ve and $10 forages !7and under. To 
register in advance, contact Backwoods' Mountain Sports, the Elephant's Perch 
arid the SVSEF office in Worm Springs. Race day re^stmtion will be from 9 lo 
10:30 o.m. at the SVSEF Office above Apple’s Bar and Grill. 

All proceeds benefit the SVSEF junior race teams. For more infomution, call 
(208)7264129. 

jerome rec district oiTers fly-tying class 

JEROME- A fly-tying class b being oftered by the Jerome Recreation District 

The six-week course will be held from 7 to 9 p.m. Tuesdays at the Jerome 
Recreation Center, 2444 S. Lincoln; it will be^ os soon os six po^dponts have 
registered ,Cost b $20, and those atbmding must furnish their own vise and materi- 
nU. ' * ' ' ■ 

FOT tnbrc'inroirruition or lo re^stdT^'324^3389 or stop Ity the recreation cen- 


BOISE (AP) — In the 15 years 
it bos been in op^tibn, 'Citizen8 . 
Against Poachibg has paid out 
' more than $323,000 in reworcb to 
people reporting illegal fishing 
and hunting. 

The program includes a “hot 
• line" whcrc people cah telephone 
tips obout poachers. Officials said 
between 1991-94, there w« 6,559 
calls made to the hot line, resulting 
in more than 3,000 citations. 

Hunters opplying for controlled 
permiu paid a $5 processing fee, 
and could check a box directing 
$1 into the CAP program. 

The Idaho Fish and Game 


Department said in the latest 
round of cbntrolle'd hunt applica- 
tions, 47 percent ofhunters apply- 
ing checked the donation box. 

That led to donations *of 
$47,241, including $27,496 from 
elk hunters.’ 

Deer hunters contributed 
$12,495 and those applying for 
antelope permits donated $7,068. 

Ray Lyon, assistant chief of 
enforcement, said, “The CAP pro- 
gram will really benefit from this 
revenue. It just goes lo show that 
sportsmen really do care about 
what happens to Idaho’s 
wildlife.” 


TWIN FALLS - The Sawtooth 
National Forest has issued the follow- 
ing salmon protection update: 

,No redds have been spotted in the 
primary floating stretch between 
Sunbeam Dam and Torrey’s Hole. 
Seasonal thunderstorms have resulted 
in murky water coming out of the 
Yankee Fork, making it difficult to spot 
salmon or redds. 

The Salmon River has been closed 
for 1.5 miles from Whiskey Flat 
(approximately four miles downstream 


from Toney’s Hole) to Holman Hole to 
protect the spawning solmon. Signs 
have been posted, and the river is. 
buoyed off to floating below the take 
out at Whiskey Flat. This stretch of the 
river receives little- flolboat use. 

A section of the Salmon River, 
beginning 150 yards upstream from the 
Buckhom Bridge on Highway 75 and 
continuing about 100 yar^ in the direct 
tion of the fish hatchcry To the State ' 
Land boundoiy, also has been closed to 
protect spawning salmon. Signs are 
posted that read, "Access tcmpwfarily 
closed for resource protection.’’ 


Personal firewood permits now on sale 


TTm 'nmet-Newf 

TWIN FALLS - Personal use 
firewood permits are on sale at 
all Sawtooth National Fbrest 
offices. 

■ The cost is S5 per cord in the 
Fairfield District and north of 


Galena Summit, and SIO. per cord 
south of Galena Summit. TTie mini- 
mum first purchase is $20, and up 
to 10 cords are available per house- 
hold. 

Cutting permits expire Nov. 30, 
or when roads ore closed by winter 
weather.' ' 
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Gas prices help hold milation Retailer plans more expansion 

Ptms m I 2ft. would Dcrsundc the FcA to lenvc . Thn Aiiftorifttivi Presa With the ODcninES. Portlond-boscd Fred Mcvcr wi 


•Tho Associated Press 

: WASHINGTON — Big declines 
;in the cost of gasoline and airline 
tickets held consumer price inflation 
•to 0.1 percent last month while the 
economy showed fresh signs of 
•perking up. 

“The good news on inflation, dis- 
closed in the Labor Department’s 
■ iConsumcr Price report, came 
^Wednesday ns the Federal Reserve 
Released its latest national. survey of 
;wonomic conditions. 

^ The Fed survey, compiled from 
xeports from the Fed’s 12 regional 
.■banks, said consiruciion activity was 
;jnrcngthening in many parts of the 
country. 

The Chicago and Sf. Louis dis- 
itricts noted strong home sales and 
■Cleveland, Atlanta, and Sun Francis- 
co reported a rebound in nonresi- 

-rdcrnlaFconsmicUdti: 

; The central bank also noted that n 
;stccp slide in manufacturing ap- 


26, would persuade the Fcfl to leave 
^ ' rAnciimAf interest rales unchanged despite the 

LOn^rncr ^ investors have pushed 

' Slocks to new highs on a belief that 

mz!3 further rate cuts are in store. 

1 Po/wnictwMo.fnoniMo month. In Auousi, cncrcy pHces fell by 

irt* A ''*****^” 1' J'**’ O.g percent. Gasoline pump prices 

plunged 2.9 percent, the biggest de- 
crease since March 1991. 

Airline fores also look a big drop 
04 ■ forthemonth.falling3.5percent.lt 

■■ was the second large monthly de- 

02 I llllll ■' Cline in fares following a Steep 
IHlimilll runup in prices that still left them 
[^ 0 ^ rising at an annual rate of 22.7 per- 

cent this year. 

r 0 )l low ^ ° A M j j A pooj prices were up 0.2 percent 

■" A“S“»j, Reclines in dairy 
products, fruit and vegetable prices 
pcared to be bottoming out and it ofTsetting increases for pork, poultry 


The Associated Press With the openings, Portland-based Fred Meyer will ;; 

have 135 stores in seven Western states. It is also - 
PORTLAND, Ore. — Fred Meyer Inc. says it will building a store in Twin Falls. . . f 

- iovesiSnO million in Washington’s Puget Sound area Sincc.its catty inlo.thc Seattle market in 1959, Fred 1 
through next year. ' Meyer’s stake m the region has grown to include 25 t 

The money is being used to build stbrcs'ond a food large, “one-stop-shopping” stor^. In 1993 and 1994, - 
distribution center, and to remodel existing stores. ' the company investca.$70 million in the market that ^ 
“While a slowdown in the local economy, combined runs from Bellingham to Olympia. - . 

with significant growth in retail competition, has made The Washington expansion is part of Fred Meyer’s ‘ 

• retailing tougher for Seattle stores over the piut year, , strote^ to open at least 30 to 35 flill-sizc stores and ‘ 
including Fred Meyer, the long-tenh prospe c ts for the complete 30 to 40 major remodeling jobs during the ; 
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area arc very bright,” said Robert G. Miller, Fred Mey- next five ye^. These will be mainly in existing mar- - 
cr's chairman and chief executive officer. kets in Oregon. Washington, 1(^0 and Utah. 

The retailer wilTopcn a 1 24,000-squore-foot store in The etponsion and rraodeUng comes during a tur- 
Lake City, Wash., and a I74,000-s(]uare-foot outlet in bulent time for the retail chain. The company’s stock ; 


Renton, Wa^., Wednesday. 


has dropped 24 percent in the past year. 


Stocks hit record helped by consumer interests 


sales and farming on temporary 
weather factors. 


Excluding the volatile food and 
energy sectors, prices were up 0.2 


The Associated Press 


blamed reports of weakness in retail and fish. The Associated Press cyclical shares, those that .are sens!- consecutive session. ■ « 

sales and forming on temporary Excluding the volatile food and live to swings in the economy. Volume on the New York Stock; 

weather factors. energy sectors, prices were up 0.2 NEW YORK — Stocks ended a The Dow Jones industrial aver- Exchange was robust at rcviscd‘ 

— M a n y arntl ys i s sa id-the-Fcd ’s eco^ — pe r u c m nhc'i l J Qn h stia ight-month vointtle s ess io n a t re e or d - c lesing — age-gained-T8:3^l-poiBts-to-<l(Me-8t — 3H742-miUion-6hares^as-of-4^.m^ 

nomic survey, which will be used by that the core rate, has risen by this highs,. as strength in consumer is- 4,765.52, pushing the blue-chip in- up from 355.25 million on Tue^^ 

policy-makers when they meet Sept, moderate amount. sues overrode weakened bonds and . dex to a new high for the second day. -I 


Markets 
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I5**^'*'*''6!i«?*fiisra?r*' 6.14 —.OAK 

NOV 827X 6S6 6S1 622X — .04N . 

jsn 637 6.37K 9S0X 693 —OOX 

Md . 6.46M 6.46X 040 041N — 04X 

May 6.62 0 63 0 47X 640M —MX 

All 6.64X 6.66 B 62X 6.94 . —MX 

Aug 9.64X 6 64X 6.60 OOtX— XI3X 

. A4P 6-46 6-48 6-66 


Tim I Opsnini (96.207, u( 
BOYBBANOIL 

60.000 ta; doUds par 100 «•. 
S*e 26.1(1 36.10 


Mibesnorit 

Ot«0on 
ro 33 00-34 (So. 


Md 0.06 10.M 

ESL S4M 10,060. .Tu*.'* M 
TiM.^spsnliH 113.307, W 


Livestock- 


—Op* 6600- 06.07— 0AXI—0<.I7..-*JT- 

FsB 00.77 60.(B 00.99 09.77 —.03 

Apr 06.27 66.90 00.09 00.22 — 09 

Jun 63.90 63.90 63.10 63.19 —.06 

Aug 61.30 01.39 01.10 01.10. '.OO 

OcT 62.10 02.10 0200 03.00 

Tim.'imMs 13.040 
Tus.'s Bp*n int BB.303. up 703 
PUDER CATTU 
OOOOO n.; santi bar ft. 

B«P 60.00 60.06 09.90 . 9940 —.19 

Oct 99.30 . 06.72 B4.00 00,07 — J9 

N9V 00.60 66.09 99.90 09.07 —.19 

Jan 99.30 96.66 00.03 00.09 —.30 

Md 03.79 03.00 03.90 93.90 —.17 

K 93.19 03.39 93 09 93.10 —.09 

> 02.99 93 00 93.79 62.99 *.10 

AM) 6300 03.00 03.09 92.06 —.09 


Mi n nnio m iq luion — iu 


K 93.19 03.39 93 09 93.10 —.09 

> 02.99 93 00 93.79 62.99 *.10 

AM) 6300 03.00 03.09 92.06 —.09 

Tu*.'» MIS* 1.600 

Twa.'sppaninl 10,377, up 13 

Hooa 

40.000 nt.; own ptr ft. 

Da 49.(f7 49.19 49.77 49.00 —.97 

Dae 49.00 46.09 49.60 49.77 —.33 

PSB 47.00 47,30 49.69 48.00 —.90 

Apr 49.70 49.00 49.76 4803 —.19 

• All 40.07 90.40 40.09 90.31 

AX 40.70 4 0 00 40.69 40.99 

Au0 47.00 46.09 47.99 47.00 —.10 

Ocl 43.00 43.80 43.00 49.07 —.10 

Dse 44.00 4420 44.00 4420 *.I0 

Tua.** sale* 7.117 
Tua.** ppan int 34.406 
PORKULUn 

Prt 67.00 06 30 97.37 97,63 - -.09 

Mir 97.60 06.10 07.30 '97.90 -1.00 

Way 9640 6640 96.19 U39 -1.09 

Jd' 96.10 96.30 96.10 60.09 —91 


Metals 


iaiaetad weAd gad pnea*. Wadnataay. 

Nano Kong im> |3A9.79. up 9140. 

irnrung Rung: 1399.- 
Isndwl ta wnoofl OdAgr 196' 

Umdoniai*: 1964.09. up 10. 

Pant tfumeen (um: bSio 63. up 19.03. 

Piinuwl n«lng: tMA.Tl. up U24. 

ZixIOi im tnadiOBn: 136420 ug 10.19. 
uvittndyAH*m*n;tW.0auPl14O. ' ' - 
didy A Htrman labrwwad: H6940, wpll.10, 
neiAuttf: B360.», up II 10. 

Bi«*0«rd tHPiMlad: B409.9I, up 11.60. 

Ccxnaa gWd toM menvi Oea* Wad. 136920, off 

RapvbUo Nadenai Bank 4 pjrTWwC ISdiw.Trir 


TTw buPon (or divar **ni*r in London 19.9430, 

up 1003 

Emihdd 90400, off 10.099; Pabdctiad 99933. off 
10270. 

NY Comax axvar apol monUi Wadntadsy 19.370. off 
$0,110. 

NEW YORK (AP) — 6po( nonfanpua mdal pneat 
Wadnaaday. 

.AtumPium'TO.Deantt par Ip. London UtlalEacA. -~- 
Cmid- 11.3600 CaMs EAI plat*. U.B. dniina- 

(Mppd • 112170 par ID, NY Cpmaa apM Wad. 
laad >44 0*1111 par ID. 

J9nO'.OOO0-.Ol6l p*rlB.ddMr*d. 

Tin - 642400 Tu*. Mmla Watk caippaR* pde* pd 

DM • 6914.00 Kandy A Hannan (only dally eueu). 
DM • 6919.00 tey ox., NY Cemax apol nunin Wad. 
ixrar • 96.400 Handy A Harman daiy guoia|. 
64v*r • I9.3T0 par troy ox.. NY Comai ippi mengi 
M«*m.6390.00 parrs ft lUalLNdiirYont, ' 

Planvn • 6430.76-6469 00 PPy ex-. N.Y. (oenpapi). 
PiAmim > 6440.60 N.Y. Mdp apol p«r trey w. wod. 
n.q.-r<M0uoi*d, n.a.-rM av*iiaDM a mX67 

- Fossil Tuels 

Opan Hgh Cm 6*0* ; -Cfv- 
uaKrawBircAUM 
iMOMidedinwiei. 

Oa 16.74 16.63 16.48 1 24 —.10 

N«Y 16.36 ia.41 16,10 1 ,10 -.10 

0*0 16.10 11.17 17,01 1 .04 -.10 

Jan 17.06 1 6.01. 17.60 1 .61 -.00 

Pal 17.66 17.00 17.79 1 .74 —28 

Md 17.77 17.69 1 7.70 1 .60 —.07 

Ad > 17.T0 17.76 17.61 1 .63 -.07 

% 17.70 17.70 1 17,67 1 26 -.07 

Jun 1720 17.60 1720 1 .61 -.07 

17.62 17.A3>'ir4l 146 -.06 

17.60 17.80 17.60 1 .49 -.07 

17.60 17.61 1746 1744 —.67 

1760 17.61 1760 1744 -.07 


tWOftdOOW-TO 
to7Wltia.9i.004r 
eooiDiowM.ee .1 
. CMca banal*: 900 U 400 ftf. 60004420: 400 Id 
BOO ft*. 97 0047.00; BOO IP 600 ft*. 974)04« "«■ "« 


18360 10420 102.60 
tOdOQ 106.00 10480 
18900 106.00 104.90 


Potatoes 


Cenuntnla APOaaaai 
daPy bdftr mH an 
POCATGUO (AP) — Idaho Farni Buraau Inlarmourv 
Ml Praflocfe Itport lor WadntMay. 

Idalw Rang* and PaadWRapen Non* 


Sows: vndd UO ft slaady Id 80 lowar aval 900 lb 

T.ooie 120ftw*n 300WID 36 DO-37 OO; B0O4M 

lb 37.6040 00 «*ry 1»w SI 41 DO 

Soar* *1* 20 ftwan pud 360 ft 33.50: undar 390 IP 

34.80. 


CHICAOO (AP)— PulM** tiadrig on fta dUeago 
Mateanifa GuTwiig* Wad 

Opan Hgh Lear 0*48* Chg. 


1 80 bay OBftn p*r Vpy Bft 
lap 369.00 -,w 

M 36720 367.70 369 60 966.00 —00 

No* 960 00 —90 

Daa 360.70 390.00 387.80 36620 —.00 

p*b 30.00 303.00 3W 90 3W20 —.00 

S 304.60 3M40 383.70 38320 — W 

. 38020 — .W 

Am 360.00 ' —.00 

M 432.00 —.90 

D*0 400.30 400 30.404.60 409.00 —DO 



Tua.t wan bo 366.037, 

KIATOa^ ' 

41000 gftiOdOipwM 
oa 61-6B 


Stock listiiigs 
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Microsoft network futuristic, but needs tuning 


I KnigbtrRiddcr News Service 
Poor Microsofi. 

Tlie.compnny, ihnj.miidc .Windows an 
immutable force instead of a breakable 
object and turned Bill Gates into the rich- 
est man in. the world now begins a battle 
in which it’s the little guy. 

But MicrosoA is so powerful that the lit- 
tle guy is the most feared of all. 

The software company Jumped into the • 
commercial online service business last 
month when Microsoft Network — just 
call it MSN — was launched in tandem 
with the company’s Windows 95 comput- 
er operating system. 

There have been howls from competi- 
tors such as America Online. CompuServe 
and Prodigy ‘because Microsoft gave itself 
an advantage none of them has: It has in- 
cluded MSN in the Windows 95 software. 
So when you buy Windows 95, you get on 
MSN icon oh your screen. 

Kattter man just imitating its established ' 
competitors, MSN forges some new fron- 
tiers, using more elaborate artwork and 
bringing some technological advances to 
the online world. 

But there, arc still o few bugs. And 
there's not a lot of information out there 
yet. You'll click on choices and get a mes- 

moment. Or you’ll navigate through a sc- 
ries of choices only to reach a destination 
that’s still empty. 

Empty is. unfortunately, a common 
problem in MSN. You can go to the travel 
area or the business area or the news sec- 
tion and find wonderful topic listings. But 
when yOu open them, you often find noth- 
ing but a note describing what's to 'come. 
Occasionally, you'll even find a nolb ask- 
ing if you’d like to be the director of the 

- -zonc you pickcdl •• 

If you’re looking for volumes of infor- 
mation oh any subject, MSN doesn’t com- 
pare to the older services. For now. it isn't 
a better choice than the other online sys- 
tems. But it is raising the bar in some 
ways that the rest of the field is going to 
have to match. 

Here’s how it works: 

Getting onto MSN is as easy as clicking 
the MSN button. Your first time, you'll 
have to answer some simple questions and 
tell how you plan to pay. Prodigy, Ameri- 
ca Online and CompuServe are all equally 
— ea^-to-get-going,'->- once.youlvc.got..tbc . - 
software in your computer and icon on 
your screen. That's why America Online 
papered the world with AOL access soft- 
ware disks the past epupte of n>onths, try- 
ing to get its foot in ‘the door before MSN 
could rush by. 

Once you're connected to MSN, though, 
anyone familiar with other online services 
eneountcra what seems a strange mixture. 
You don’t get a "welcome” screen — you 
get TWO. And they're very different. 1 

. The first is a flat white panel with lypi- i 
col menu choices. 

. The ones labeled.'.’MSN. Today.”, and .| 
''Categories” lead you to all the materia! i 
available. Then there are obvious choices, i 
such as "Member Services,” "E-mail" ond i 
"Favorite Places" (which is empty until ; 
you fill it); < 


GatesLiyealth . . , , 

r-;6Nl.^tra' Wealth-lias risen witti- 
.MlcroMft's success; Overttie'i • 

. ytaarsi he^has sold stock worth' a . 
t^l of ;46 ipllilbn; Had he not 
.. sold a.share^ his holding’s'at a ' . 
.pricebf$96.50a,8harewouldr . 

■ De.S19.i.bIli(on.'V^lue cifstock 
■* holdings" ' ; " - -- 

In billions of dollars: 


How the networks compare 


Most of the major commercial online services charge about $1 0 a 
month for a handful of hours, plus about for each additional hour. 
The new Microsoft Network charges a base fee of $4.95 a month. 
All provide access to the Internet Here's a look at their features: 


‘■■66678889 G091 G2939495 


9/4/95 Soattlo Times. kRTInfogrpP^I^ 

Bu t_then-the s econd wglpomc display 

fills the screen. It’s "MSN Today," a col- 
lage of pictures and tekt floating above 
artfully blurry background images. The 
three-dimensional artis a unique approach 
that, moy be unsettling at first, but can 
grow on you. 

Each picture has a three- to five-word 
description that is often painstakingly hip 
(the personal finance area is called “In- 
vestment Biker” instead of "Investment 
Banker"). You con click on one and visit 
■ ' the MID! music forum or the stay-at-home - 
dads chat group or the SOHO (comput- 
erese for Small Office/Homc Office) re- 
source zone. If you start clicking and 
moving through the two welcome screens, 
you'll probably be puzzled to (cam that 
rules ore terribly inconsistent. Sometimes, 
opening a new choice closes the previous 
' one; other times, .it doesn’t. Sometimes 
you close one window and it says you're 
signing off the whole network. Sometimes 
you can have a dozen windows open. 
Sometimes you ask for a topic that would 
seem to have a lot of infiomiation and find 
-almost-ootbing. Other, times. youlrc.after 
the same topic and find tons. 

What gives? 

You’ve encountered "the two faces of 
MSN." 

Once you realize the two personalities 
and the different rules for dealing with 
them, t|iough, MSN suddenly is converted 
into an easy-to-use, enjoyable service. 

■ The differing styles of the two sides of 
MSN ore comparable to the differences 
between Microsoft's old ond new Win- 
dows operating systems. 

The first style — whiclt^ matches the , 
. plaih.wclcomc .sefeen ha's the old fa-; 
miliar feci of Windows 34^You have a 
menu bar with choices along ihc top. And 
once you get past the first menu screen, 
you have folders and icons that you click . 


CompuServe 

Using it: Most people use a graphical point-and-ciick Interface. Avail- 
able for Windows, Madntosh and OS/2 systems.. 

What's there: It's built largely around forums and libraries of software 
or Information files. Has an internee to a lot of business and research 
. 'search engines'' — such as a nationwide telephone book. and busl- 
.>hes8 profiles. Also: many forums on professional subjects. 

Best feature: THE place to be for customer service on computer is- 
suesi-Hardware makers, software writers and retailers answer ques- 
tions posted electronically. 

~ Worst:. Doesn't have.pictures.and sound. files as part of the regular in-. 

- -”te f fe> ce. -Not-ay^tertafning~as- p t h ert)nllng~serv1c8srAlspr1t~xarrber~ 
slower.Contact: (800) 848-8990. 

America Online 

Usiiig It: Windows and Macintosh software available! The most Win- 
dows-like of the major online services.. 

What's there: Tons-of information on' a' vast array of subjects. Built 
around a publisher model . In which outside organizations — such as 
— newspapersrinterost'gfoupsrbusinessos-or-TV'networks — provlde-- 
fbrums and content. 

Best feature: Chat rooms and news section. Also: "Flash mail" lets you 
write and read e-mall while you're not connected — so the meter Isn't 
running. 

Worst; Less creative use of pictures than others. Contact; (800) 827- 
6364. 

Prodigy 

Using it: DOS. Windows and Macintosh software available. It's a hy- 
__brid_progratn that doesn't follow th(»e software models closely, but is 
easy to use-witfi poInt^hd-clfcITs^le. Style Is IFght and fun.""' 

What's there: More home- and family-oriented than the others. Also 
notable for Its financial discussion area and travel section. 

Best feature: Innovative use of artwork. Meriii'bar at the bottom with 
arrows for moving around easily. 

Worst: E-mail system not up to the level of the competitors. 

Contact: (800) PRODIGY. , 

MSN (Microsoft Network) 

Using It: For now. you must have Windows 95, which Installs software 
automatically and connects to it directly. 

What's there: Less content than the others — so far. Two-tiered style 
has *006 part that mirrors typical online services and another present- 
ing hip and arty magazine style but Is slower to use. There are a lot of 
facades that don’t na\«»'much behind them yet, and a few technical 
glitches still being worked out. * . 

Best .feature: innovative style, Integration to allow multimedia and ln- . 
teractive programs. Computer publication area already well-populated. 
Impressive foil-screen artwork. 

Worst:- Still buggy and not full of content. > 

Contact: Must be using Windows 95 to connect to system. 


The other style is a lot like thol of Win- 
dows 95. Like the Windows 95 desktop. 
thcrc!s no menu bar across the top. 

A rhuch higher premium is placed on 
art. For the mo.st part, it doesn't use fold-, 
ers ond icons. It opens a "viewer win- 
dow," which loads with background pic- 
tures and text in different colors — o sur- 


rcol version of the Internet’s World Wide 
Web. 

The old. Windows 3.1 style is where 
you’ll find the vast majority of material. 
Under the "Categories" button, you’ll find 
headings for most everything on online 
service usually has — chat areas, business 
forums, kids’ spots, news updates. 


Think of the "MSN Today" facade as a 
magazine. It isn't intended to be an easy 
way to move around the network, but 
rather, colorful suggestions for you to . 
sample. Every day, it changes. 

It even has a part called “MSN Life’! 
thot calls itself a user’s magazine, used to 
find out about features you wouldn’t nec- 
essarily notice. ' 

While you’re in the MSN Today side of 
the service, here’s a warning: The process 
of loading a new viewing window and 
copying the artwork to your computer 
. takes a LONG time. Using a typical 14.4 
rTnodem. the wait is frequently 20 to 30 
swwnds. That’s why this facet of MSN 
isn/f efficient for quickly searching for 
topics of interest. 

Along with the novel format,' MSN tries 
to introduce some technological advanced. 
Because it’s a part of the operating sys- 
tem, it can coordinate with parts of the 
^com put er — | i ke the word processor. 
sound player and video player — more 
smoothly than other services. But so far, 
Microsoft'is still struggling in this realm. 

For instance, the sports area's only men- 
tion of baseball (no daily scores, standings 
or stats) is about Cal Ripken's longevity 
streak. MSN took an innovative approacli 
to this by automatically copying a pro- 
gram to your computer that lets you com-, 
pare your job or school attendance record 
^ith Ripken’s 14-year ironman streak. 

But when the program arrived on my 
machine, it wouldn't run because It looked 
fora program file that isn't included in 
Win95. 

I resurrected the file from my old Win- 
dows 3. 1 to make it work. 

The multimedia section includes com- 
puter'comics, but the viewer program for 
seeing them isn’t available yet. And 
downloading a sound file from the nursing 
chat area took five minutes — much .slow- 
er than can be done with the RealAudio 
software included in Microsoft’s World 
Wide Web brow.ser. ■ ' 

Like Prodigy. MSN carries udverti.se- 
ments. A recent MSN Today had a kid.s* 
area that contained pictures and notes 
about a new book and o small cartoon in 
the comer. Click on the cartoon and you 
get a picture of Tony the Tiger pitching 
Frosted Flakes. 

By comparison, America Online and 
CompuServe don’t include ad.s. 

Like the other services, MSN’s content 
areas arc filled with pointers to related 
material on the Internet, particularly dis- 
cussion groups and World Wide Web 
sites. 

All of the services, including MSN, pro- - 
vide Iniemci access. MSN also integrates 
electronic mail with other applications. So , 
If you’re typing u letter, instead of click- 
ing on print, you can choo.se. .send and fire 
off the document as e-mail (it has to dial 
up and connect to the Internet to send it — 

. it’s not as automatic as the television ad- 
' vcrtisemcnts-piake it seem), 

*■ Like Windows 95, MSN doesn’j pro- 
vide It compelling reason to jump onboard 
righr away. But its new wrinkles in art- 
work ond technology show wlint th’c future 
ofonlinc services will be. 


Legals-Legals-Legals 


LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE 


ADVERTISEMENT FOR 
BIDS FOR 1995 
CRU8H1NQ CONTRACT 

Soalod proposals will bo 
roeolvod In tho office of the 
Deputy City Clerk at 321 
- Second Avenue EoaL TWIn. 
Falla, Idaho until 2;00 P.M.. 
provolllno local time Sep- 
tember 22, 1995, at which 
time they shall bo publldy 
opened and road In tho 
Council Chambers of the 
Twin Falls City Hall. 

Tho work contemplated 
heroin Is tho crushing of 
gravel for City Streets. 

Contract Oocumonia with 
a^^flcallona and/or plans 
are avollablo at tho ofRco of 
tho City Engineer, 321 Sec- 
ond Avenue East, Twin 
Falls, Idaho. A fee of flfteon 
dollars ($16.00) Is charged 
for moiling. 


City of Twin Falls 
321 Second Avenue Ebsi 
PO Box 1907 
Twin FaUs, ID 83303-1007 
. Z08-736-2245 


thoabovenomod 

defendant. NOTICE IS HEREBY QIV- 

You ere hereby notified EN that tho undersigned 
that a complaJnl has boon has boon appointed Por- 
fllod against you In the aonal Roproaontotlvo of 
..Magistrate Olvlsion.of tho ..tho.abavomamod.oatatoa. . 
District Court of tho Fifth All persons having claims 
Judicial District of tho State agolnst tho sold deceased 
of Idaho, In and for Twin are required to present 
Falls County by tho above their clslms withfn four 
named plointiff and you are months after tho date of tho 
hereby directed to file a first publication of this no- 
, written answer or written tico or sold claims will be 
motion in defense to the forever barred. Claims, 
s^d complaint within twen- must either bo presented to 
ty days of tho service of the undersigned Personal 
this summons: and you ore -Representative of tho os- 
further notifiml that unless tato, c/o Rollg & Peterson, 
you do so within tho time Attorney at Law. P.O. Box 
herein sp^flod. tho plain- 2749, twin Falls, fdoho 
' tiff Wilt take judgment '83303, arid filed with the 
ogainat you as prayed for Court 
In said complaint DATE0this29th<layofAu- 

1110 claim SMlnst you Is gust 1995. .• - 

for vsrious dofjnquont ac- 

counts, Interest ond non- GERTRUDE B. BYBEE 
eufficlont fund ch.eck_. Personal RoprosentativD 

*^^'^J8^ES9 my hand and PUBLISH: September 7. 
tho seot of said district 14 and 21, 1995 


months after tho date of the 
first publication of this No- 
tice or sold claims will bo 
forever barred. 

Claims must bo presented 
to tho undersigned at the 
qddross Indicated, and filed 
with tho Court 
Dated August 25. 1995 
CARMA MORGAN 
316 Terraco Ortvo 
Twin Foils, ID 63301 
208-738-1991 
Personal RoprosentaUvo 


IN THE DISTRICT COURT 
OF THE RFTH JUDICIAL 
DISTRICT OF THE STATE 
OF iDAHO.-IN AND FOR 
THE COUNTY OF TWIN 
FALLS MAQiSTRATE 
DIVISION 

> Case No. SP-95-db2 
NOTICE TO CREDITORS 
In tho Matter of tho Estate 
of: FERRIL JOLLEY. 


court, this 18th day of Au- 

oust 1995; - - IN THE DISTRICT COURT 

OPTHE RFTH JUDICIAL 

.RICHARD A PENCE. Clerk - 

Bv Deputy Clerk . OFIDAHO.INANDTOR 

uy ueputy COUNTY OF TWIN 

ROBERT W. GALLEY 

255 eth Avenue N. DIVISION 


IN THE DISTRICT COURT 
OF THE RFTH JUDICUVL 
DISTRICT OFTHE STATE 


ROBERT W. GALLEY 
255 eth Avenue N. 
Twin Folia, ID 63301 
208-734-8086 
Attorney for PlalntW 


UAOIC VALLfY CREDIT 
■ BUREAUS, INC. ' 
Ralntlff 

SCOTT VOUNQ 
CINDY YOUNQ, 

- •• De f end ant 

THE STATE OF IDAHO 


208*734*8b86 CSSO NO. SP 95-721 

: Attom^y^slntifl N OTI C E TOCREDITORS 

' ' ' * ' ' ■ "" In the f((attor ol the Estate 
IN THE DISTRICT COURT , ■ oil 
•OF THE RFTH JUDICIAL LUCV&QfWVES, 
DISTRiCT OF THE STATE Deceased. 

OF IDAHO, IN AND FOR 

THE COUNTY OF TWIN NOTICE IS HEREBY QIV- 
PALLS MAQISTRA’TE EN That the undersljmed 
division has been appointed Per- 

’'• ■ sonsl Representative of 

Cose No. 8P-95-81 1 ’ above-named decede- 

' NOTICETOCREDITORS nt. All persons having 
In the Matter of tho Eftoles clo'F** 4*co. 

: . :.4snt.er Jne-estata ora re- 

Troy Ernest Brsdshsw. qu'rpd to present their 
and olalms within tour (4) 


NOTICE IS HEREBY GIV- 
EN that the undersigned 
has been appointed Per- 
sonar.Reprasentstlve of ~ 
the above-named ostote. 
All persons hbving claims 
sgaJrut the said deceased 
ore required to present 
thoir dolma within four M) 
months after tho dslspf the 
JtrsLptibUcattah-oUhia-No--. 
tice or said claims will bo 
forever barred. Claims 


IN THE DISTRICT COURT 
OF THE RFTH JUINCtAL 
DISTRICT OFTHE STATE 
OF IDAHO. IN AND FOR 
THE COUNTY OF TWIN 
FALLS MAOiSTRATE 
DIVISION 

Cooo No. SP-95-835 
NOTICE TO CREDITORS . 
In tho Manor of tho Estate 
of WARREN E. LARSEN, 
deceased. 

NOTICE IS HEREBY GIV- 
EN that tho undersigned 
haa been appointed Per- 
aonol Roproseniailvo ot 
tho obove-nomod eetolo. 
All persons having claims 
against the said deceased 
are required to present 
their claims within lour 
months after (ho dsto ot tho 
first publication of this no- 
tice or said dslms «4II be 
forever barred. Claims 
must bo presented to ttio 
urtdorsignod Personal Rep- 
resontotlvo of the ostoto, 
Rollg & Potwson. Attor- 
noys at Low, P.O. Box 
2749,-Twln Fotls, tdoho- 
83303,' and fllod'wtth tho' 
Court 

DATED this 7th day ot Sop- 
tembor. 1995. 


docoosod. TIREMENT SYSTEM OF through FrWoy until ooy of 83344 

IDAHO bid opening upon deposit p,.R, ,ou. o„ni«mhnr i«; 

NOTICE IS HEREBY /s/Alon H. Wnklo. » of StOO.OOporsoL Tho do- ims ^ 

GIVEN that CLEOMA Executive Director posit will be refunded upon “ 

NEWBHY has boon ap. return of Drawings ond NOTtCEOFAVAILABILRY 

pointed tho PofsonnI Rep- PUBLISH: Soplombor 1 4. Spocincailons In good con- mvaiuhchu t t 

fosomallvo of tho obovo- 1995, , dilion within ton (10) days -rnn <thnnhnn« niQtri« ri m 

ss&saaiggs .• 


"J?!; Murtiuah - announcosiho.avatlablllty- - 

ihoOocodoi^^brhwoslole Distort FATB Bid socuriry Tti’ tho omount ‘ 

are requited to prosont NORCE TO CONTRACTORS of five percent (5%) of tho 

their dalms w1ihln"lour (4) FOR CONSTRUCTION OF bid must occompony each ^ 

S^lhs X the dote of the HIGH SCHOOL : bid, In cocordanw v^th tho SS 

first publlcoOon of this no- Instructions to Bidders, 

Uco or sold claims will bo NOTICE IS HEREBY GIV- _ made payable to tho Board P?Hcy Act. 

forever barred. Clolms EN lhai ooalod bids will bo ol Education of Murtaugh ~ ...... 

mulieHhorboprosontodto roeolvod by the Board of Jt School DlsL «418. Per- 

tho said Personal Ropro- Trustoos ol Murtaugh Jt. fomwico Bond and Labor 

sonlotivo ol her oddross of '*1°’ and Motorlols Payment 

2920 Scoriot Oak. Los Ve- '4aho, for tho construction • Bond In an omount oquol to y ®‘ 

gas Nevada 89104, or to of Murtough Hlph School, one hundred percent 

the undersigned eltornoy ^ Aw ^ Ftto S^t, (100%) ol the contract ^mso-AD-moso ® ^ ® " * 

forthoPorsonolRepnaon- Murtaugh, Idaho 83344, • amounlwlllboroqulrod '™®^^®®®^- 

todve SI hla oddross ol 401 ^ vvlthin ton (10) days oftor n«cision on Lnidinw Flm 


S^N^S^dae^’oTor lS ^rtaugh H^h School, ^o hundr'.^pe7conl STn a u m ; 

the undorslgnod oltornoy ^ Aw ^ Ftto S^t, (100%) ol the contract ^mso-AD-moso ® ^ ® " * 
forthoPorsonolRepnaon- Murtaugh, Idaho 83344, • amounlwlllboroqulrod '™®^^®®®^- 

tolivo St his address ol 401 within ton (10) days oftor ..i.,,.... ci 

2nd Stroot North. Suite Work ijHIl bo owordod un- signing of the Agroomont -RoH^mu«on 
201. P.O. Box 1901, Twin “ O®",?'®' Between Owner and 
Foils. Idaho 83301, or filed which shall include site- Contractor. 

w«h the Clerk of tho Court work, structural, nrchltoc- T4t>,HZ2E. JwciJon 26. and 

with the work or mo court. ond oloc- The Owner reserves the 

G KENT TAYLOR trlcal Work, Complete do- right to waive irroguloritios, ®ocumr*fW lOOSO-AO-95051 . 

ToyforA Groom ' scrfptlons of tho scope of formalltlos or tochnicalttlos - ci.t. 

Attorneys for tho Personal Included In tho and to refect any or all bids. 5®®!?!?., 

Roorosontaltvo specifications. Contractor 

snolt hove public works No bidder moy withdraw 
PUBLISH: Soplembor 14 Hcens*. his bid after tho hour set for 

21 Sid 28 -1M5 - opening thereof, or bofora' 

. ■ Soalod bids win bo roeolvod »wrd ol Coritfact, unibss " 4ocumonll0050-EA-95052. 

LEGAL NOTICE In the Board Room of tho award b doloyod for o pe- _ , , „ 

Murtaugh Jt. School DIs- riod exceeding sixty (60) 

YOU ARE HEREBY NOR- trict #418. 109 4th Street days. *®5i ®^®®^°"® °° 

i.A_k- P n. Bn« P.B. Shonhnn* 


tho Rotiromont ^oard tho 3rd day ol Octobor,- Murtaugh Jt, School 
..(Bosid) of tho.PubllcEm- laSS-Bkts.wULbo opened— District MIS- 


Nielson & Barini-Gsrcla. 
P.O. Box 487. Twin Falls, 
Idaho 83303-0487, or filed 
with the Court 
' DATED this eth day of Sep- 
tember, 1995. . 

BRENT H. NIELSON. 
Attorneys for Personal 
ReprosontsUvq. 


IN THE DISTRiCT COURT 
OF THE RFTH JUDICIAL 
DISTRICT OF THE STATE 
OF IDAHO, IN AND FOR 
THE COUNTY OF TWIN 
' FALLS UMI8TTWTE 
• DIVISION 

due No. SP 95-682 
NOTICE TOtREOlTDRS - 
in the Matter of tho Estate 
of NAOMI RUTH WATSON, 


1995, the meeting will bO' 


Boise, Idaho. perintondont of tho Schools, 

DATED this 24thdsyofAu- at 109 4th St.. Murtaugh, 


PUBLIC EMPLOYEE RE- 


ID 83344.206-432-5451 
between tho hours of '8:00 
a.m. ond 4:00 p.m. Motk^ 


For more Information con- 
tact tho Shoshone 00 at 
P.O. Box 2-B. Shoshone. 
Idaho 83352. or call 
208-886-2206. 

PUBLISH: Soptombor 14 


^&LL''|T! 

ATimes-News Classified J 
. Will Fill Every Need I 

733-0931 j 


5ISSV 0 733- 

of' 8:00 jfi; T- ryc *-:- 

Monday u-'i.'.:'- _ 





Legals-Legals-Legals 

LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOTICE LEGAL NOtiCE LEGAL NOTICE LEGAL NOTICE 


, . ORDINANCE N0..2S03 APPUCAT10N FOR MINIMUM 8TREAMFLOW . Soction30. Towr»hlp66N, Rango 4W. BonnorCounty. SECTION 1. Thatthofol- 

FALLS Ncrticoto horotoy alvon that tho Idaho Wotor Rosourco ThoDopartmontofWatoffloaoorcoa will conduct opubllc orty §o and tho aamaTs 

A ^k^Ji?Pr,P.22‘ Bohmlnad *n>o appllcationa lor permit to appro hoarlng*^ tho Prioat Blvor City Hall, 209 High StrooL at hereby REZONED R-4 

OVERLAY ZONE. PROWm P''“® “» th« Do^mont of Wa^r Roaourcoa, 2:00 p m. on October 6, 1995 for tho purpoao of hearing P.U.D.: 

OYFRIAY ^STR^^°PRn^niur wn-nrp propoolng to approprtato water for minimum atroamflowa ovidonco regarding tho application. ITjo hearing will bo The aouth 430 foot of tho 

is EWOR JLeot fiiy.r, . Wb.M^ .1 Ih. gniE.i, Rlvor. hold du™L»d1 Id «,o pmdlo™ ol Soalon «-lE03, MB ™51 IM M 


ES. ENFORCEMENT AND AMENDMENTS, AND PROVIDING FOR AN EFFECTIVE DATE. 

■ BE IT ORDAINED BY THE fMYOR AND’COUNCTl OF THE CITY OF T^ FALLs[ IDAHO: * 

SECTION 1. That tho Twin Falla City Code bo amended by tho addition of a NEW>SECTION. 1 (M-1 8. oa followa- 
10-4^18: WPO, WELLHEAD PROTECTION OVERLAY ZONE: 

KM-1B.1: SHORT TITLE AND PURPOSE: 

(A) Thia ordinance aholl bo known oa tho *Wollhoad Protection Plan*. 

(B) It ia tho purpose ol this ordinanco to promote tho public health, safety, and gonomi woitaro, and to mlnlmlzo public 


. The appllcattons ore further described 08 follows: 

Source: Ctoorwaior RIvar 
Appticallqn No.: 85-07683 
ProposoaPtk>flty: July 30, 1992 
Amount and Period of Use: 3516.p cfa beginning 12/1 
through 7/31 
1638.0 cfa beginning 6/1 
' through 11^0 


Dr^‘^3“s^n^n“nSy protocUon/polTutlon Pwpoao of Minimum Flow: Proteptiw of fish and wildlife viowa and rommenla may aSo bo au^Wod to tho Do- Twin Falla, Idaho, bo and 


dorTnict,TwlnFallaCoun' 

V* to the 

Any party who wiahoa to formally appear In tho proceed- official plat thonof record- 
ing lor the purpoao of proaontlng ovidonco or croae od In Book 1 of pjala. Page 
examining wttrioaaea ahould filo a notice with tho Director 46. rocorda of Twin Falla 
ofthd Department of Wotor Roaourcoa. Statohouso Mall, County, Idaho. " 
Bolao, ID 83720, five (5) daya prior to tho hearing. Other SECTION 2. That |ho 
portloa may Informally prosent thoir viowa and comments Area of Impact or>d Zoning 
without filing a-notlco of appoaronco. Written Informal Districts Mop for tho City of 


abatement and control procoduroa. Spoctflc goals aro to: 

1 . Proloci human life and hoalth: 

2. Insure that tho public la provided with a sustolnoblo safe potable water supply; 

3. Minimize oxpondituro of public monoy for pollution romodiation projocta; 

4. Minimize rogulallona on land uao; and. 

5. Minimize business IntomjpUons. 


habitat oquaito life arxj recreational values 
Proposed RiMch: Beginning at tho confluence of tho 
South Fork Cleorwoter Rlvor ar^d tho Middle Fork Clear- 
water River Irt Lot 7 ^VmE}. Sections,, Township 32N, 
Range 4E. and extending downstream to tho confluence 


_ - wllh ihe North Fwk Clearwater River In Lot 8 (SES^, order to attend, portidpato In or undorstand tho hearing, 

10-4-18.2; DEFINITIONS: When used In ihia ordinanco tho following words ond phraaoa'ahall have the moanlnga Township 37N. Range 1E. Clearwater plouo advise the Dop^ont ton (10) daya prior to ^o 

givon Iri this soctlon: '* county. hoorin^. The hearing will bo conducted by Gory 


crops, dr runoff of Irrigation tall 
byyoor- 


(A) Ao ricutturol Runoff Waste Water. Walor divertod for Irrigation but not oppilod 
wotor from tho cropland os a rosull of Irrigation. 

(B) Community Water Sy stem. A oublte systom which aorvos at least fifteen (15) eorvlco connections 
round residents or roguloriy servos at least twenty-five (25) yoar-roundrosldortis. i 

(C) Facility . Refers to any business or corporation that Is bullL Installed, or estabUshod to servo a particular purpose. 

(D) Harardoua Waste Dlap osal Fadlit v. A hazardous waste troofmonf, storage, or disposal facility which roeofvos 
hoz^ou^matoi^ as do^bod In Prut 40 Chapter 260.1 of tho Code of Federal Regulatlona. 


Source: Ooarwalor River 
AppficaikMt No.: 66-07318 
Proposed Priority; July 30, 1 992 
AmouiH and Porm of Use: 6760.0 cfa beginning 1 1/1 
through 7/31 
4350.0 cfs bo^nning 8/1 


partmont of Water Resources prior to ^o Roaring. thosamolahorebyamond- 

od to reflect the rezonlng of 

TTtd hearing will be conducted In a facility which sadaflos tho real property above 

tho occosislblllty requirements of tho Amoricons with Ols- doscribod. 

ablllllos Act. If you require special accommodations In PASSED BY THE CITY 

... . — COUNCIL Septembers. 

1995 

SIGNED BY THE MAYOR 
Septembers, 1995 
/s/ Mayor Golo Klolnkopf 
ATTEST: Jody Hall, Dep- 
uty City Clerk 


If Issued, this permit will bo subject to all prior walor 
rights. 

KARLOREHER. Olroclor, 


3 JflJaalQ fl£ UfllfldllL Ariy waste or matoiial which, tacouso of its quantity, concentration, physical, ,*rfiHiir« toario Department of Water Rosourcos 

chomlCQl or Infectious charactorisUcs, may: ^ h / .nr . Ptw^of Minimum Row: ProtocOcm offish and wito^^^ ^ _ _ . , . 

1. Couso or slgnlfidanUy contributo to on Incrozao In mortality or an Increase In serious IrreversiWo or Incopad- «i «h» 

taring rovorsiblo Illness: or. 

V AA ... NorthFoifcof the Ctearwatof River In Lot 8 (SESE), Sbe- 

tkvt 33. Township 3^. Range IE. Clearwator County. 


PUBUSH: September 7and 14. 1995 ■ 

, 2. Pose Q substantial present or polomlal hazard to human health or to tho onvironmont when Improporty troalod, NOTICE OF APPLICATION FOR WATER BIGHT. 

the Code of Federal. Regulations, or any motorlol or substance designated as a hazardous or toxic substnneo by the 7R.n7Rjx> 

Sipio of Idaho^acring through tho DIvIdon of Environmental Quality or any euccossor agency. ^^® '^®* '^®"* Cow)*/- 


(H Injection. Tho subsurface emplacement of flulde. 

(G) Uvoslock Confinement O poratlQn. As defined In tho County Zoning Ordinanco. 

(H) Non-CommunlTv Wotor Sy stem. A public water eystem that Is not-a community water systom. 

(I) Public Water S ystem, A systom that providos tho public with piped water for humon cortsumprioh. If such eystem 
ho3 at least fifteen (1 5) service connections or regular^ servos an average of at least twenty-five (25) Individuals aelty 
at least sixty (60) da^ out of tho year. Such term jndudea (1) sny collection, treatment, storage, and distribution 
fadlltios under control of tho operator of such system, and (2) any collection or protroatmont storage fadllUes hot 




rhunlty water system' or a 'hoh-cdmmunlcy water eystorr».' 

(J) Sanitary Landfill. A solid waste disposal operation ^oro tho wastes ore spread on land In thin layers, compacted 
to tho smallest practical volume, and covered with cover material once each day of oporotion In order to safeguard 
against environmental pollution, nuisoncoa. and health hazards. 

(1^ Storm Water Runotf. Water dLschargod as a result of ralp, snow, or other prodpitarion. 

O') Time s) Travel Districts fTOTI. Tho lime required for a contaminant to move In tho grourKl from a epodflc point to 
a well. 

(M) Underground Inlocllon Well. Any excavation or ortifldal opening Into Ihe ground which moots the following throe 
criteria: ' 

1. It Is a bored, drilled or dug hole, or la a driven mine shaft or a driven well point: and, 

2. It Is doopor than Its lorgoai atraight-IIno surface dimension; and, 

3. It Is used for or Intondod to be used for injocUon. ' 


Source: Cfoanvater Rtvor 
A^icstten No.: 86-07345 : 

Proposed Priority: July 30. 1992 
AmoutK and PerM of Use: 5910.0 cfs beginning 10/1 
through 7^1 

4498.0 cfs beginning 6^ 
thtDughlQ/31 ' 


76-07629 

/AMERICAN GOLD RESOURCES CORPORATION 

PO BOX 195 

SALMON. ID 83467 

Source: GROUNDWATER 

Diversion PL 

NWNW Sec 4 T2SNR21E In LEMHI County 
NE Sec 6 T 25NR 21 E In LEMHI County 
'*■" Soc32T26NR21EinLEMHICounty 


hobtioL aquatic Ilfo and recreational values ' 


36N, Rotmo 3W. and extending downstream to the con- 
fluence of the Clearwater River and the Snrrite Rlvor In 
Let 2 NEV<). Section 38, and Lot 3 (5WY<) Section 25, 
Townwip 36N. Range 8W. Noz Perce Cour^. 

Tho Oepartmortt of Water Roaoutces will conduct two 


Use: MINING COMMERCIAL ( 


18.000 CFS) 
2.000 CFS) 

20.000 CFS) 


stroamflowe. The first hearing will . 

Lewiston: Idaho at tho Idaho State Olfleo Building, 3rd 

(N) Wollhood Pfotocllon Ovoria v Dlsirlet fWHOI. A land use designation on the Lend Uso Mop. or a zoning designa- 5??^ conforortco room. 1 1 18 F Strool. at 2:00 p.m. on 
tion on a zoning mop. that modifies the basic underlying designation In aomo specific manner. The Wollhaad October 4, 1695. 

Protection Overlay District will also appear In tho Hazardous' Component of the Comprehenalvo Plan. A map will _ ^ tka, o-.. muMba ftiBdu^ttiJTiih^ 

define specific area districts conloring around wells supplying drinking walor to a public walor system. The map is »«condpi^ho^ng wUi be renducted In Oroflno, 

dollnoat'jd using one of tho following molhoda- j h jpaho at the North Fork Ranger District. 1225 Ahsahka tests must be filed with the applicant and tho Dlrodor, oosignatoo court within ^ 


In; LEMHI County 

T25NR21ES04 NENW NWNW SWNW SENW 

505 NENE NWNE SWNE SENE 

506 NENE SENS 

S16 NWNWSENW 
S21 NWNE SWNE 

T26NR21E S32 NENE NWNE SWNE SENE 

NESE NWSE 5WSE SESE 

' S33 NESW NWSW SWSW SESW 


IN THE DISTRICT dOURT 
OF THE RFTH JUDICIAL 
DISTRICT OFTHE STATE 
OF IDAHO, IN AND FOR 
THE COUNTY OP TWIN 

FAtCSI^AQISTRATE 

DIVISION 

Cose No. CV-95-2817 
SUMMONS 

ROBERT D HAUSNER, Sr 
. Ploinlirf, 

OANITA R. HAUSNER, 
Dofondont 

HA-V.E— 

BEEN SUED BYTHE 
ABOVE-NAMED PLAlNTl- 
FF(S). THE COURT MAY 
ENTER JUDGMENT 
AGAINST YOU WITHOUT 
FURTHER NOTICE UN- 
LESS YOU RESPOND 
WITHIN 20 DAYS. READ 
THE INFORMATION 
BELOW. 

TO: OANrrA a HAUSNER 
YOU ARE HEREBY NO- 
TIFIED that In order to de- 
fend this lawsuit, on oppro- 
prlBto written response 


d using one of tho following methods: 

1 . Calculated fixed radius; or, 

2. Arbitrary fixed radius; or. 

3. Simplified variable ehopos; or, 

4. Soml-onalyrical, and analytical molhoda; or. 


Rd.. at 7:00 p.m. on October 4. 1995. 


NOTICE OF TRUSTEE’S SALE 


Dept, ol Water Resources, olong with a S^.OO filing fee, days after service ol this 
Eastern Region, 900 N SMind, Idaho Foils, Idaho 83402 Summons on you. II you 
on or before SEPTEMBER 25. 1995. • fall to M respond tho court 

may ontor judgmont agolnst 
you as domandod by the 
plalntiff(s) In the Comj^nL 
A copy ol tho complaint 
Is servod with this Summo- 
ns. If you wish to seek the 
odvtso or representation by 
On tho 4th day of JANUAnY,~n9M.~at'tho'hour of an attorney In this matter, 
10:30 AM., of said day. (rewgntzod local time). In the you should do so prempiiy 
Thoboartftfts vrill be conducted in a facility whl^ satisfies ^ 2 W 3rd Avenue so that your wf I tien r^ 

the accassibllw requirements of the Americans with Ols- I?'*® f ® ?^?*®’ ^ ^ 

sbHMee-ActrlfVeu-requIre-Bpocial B t xo rnrrodmio ns - l n- y^/^tot-Arnerican-T1tto-Company-<f-I<tohc>rl»w.T-y-1n^^»-a^-other-leoal-- 

10-4-18.3: E8TABUSHMBNT OF WELLHEAD PROTECTION OVERLAY DISTRICT; There Is hereby established a pajUcipato In or understand the hejaring, ® 

ondboundadoscriptIonofthoWeiihoadProtecrionOvoriayOlstrirt.v ^ ^ ’ uviiKrocoduro and snail 


Any party who wishes to formally appear In the procood- 

Ing for the purpose of presenting ovidonco or cross . . 

. ekamlning winoasos should file a notice with tho Director KARL J. DREHER. Director 

.ultnodellng': ' of tho Department of Walor Resources. Statohouso Mall. 

and follow tho guidelines ostabllshod In tho Idaho Wollhood Protocllan Plan. Boise. ID 83720. five (5) days prior to tho hearing. Other rUBU&H: boptembar 7 ana 14, 1995. 

(O) Community Wellhead. Tho upper terminal of a well, including adaptors, porta, seals, valvos'and other PAfftoa may Intennally present their views and comments 

attachments. without filing a notice of appearance. Written Informal 

(P) Wellhead Protection Qyjuifly piptrlr;! lA A minimum flxod radius extending no loss than fifty (50) foot radially from ®“"*"®nt8 may also bo Bubmittod to the Do- 

the wellhead supplying potable wotor to tho public water supplies. partmont of Waiw Resources prior to the hearing. 

(0) WdllhMd Pttll^flD Qvortav Diairfet 1^ A throe (3) year Umo of travel district (TOT) os defined In thb soctlon. 

(R) WjilBflfld Proioaian Ovoriav District ji, A six (6) yoar time of travel district (TOT) as defined In this section. 

(S) aaiinflflg gaittglflO oaidfly Qlaldfl IlL a ton (l O) year time of travel district (TOT) oa detnod in this section. 


bverioy 0ls6lct II. and Wellhead Protection . . . _ , 

wlthtneCountyRoedrdor'sOfncoamo(03andboundsdoseriptIeno'fthoWoiihosdProteeildnOvoriayw«M,v>.v ... .... 

.< ' K Issued, this permit will be subject to all prior wotor 

1 0-4-18.4: PROHIBITED, USES WITHIN ZONE lA OF THE WELLHEAD PROTECTION AREA Uses permltlod within '*0'^ 

Zeno In shall bo Ifmlied to necessary public water supply wellhead equipment Including tho followlno: wollhood faciRty 

buildings, waiof storage tanks, disinfection equipment, disinfection chomlcol storage ortd approved londswlno. All KARL DREHER. Director 

othor uses shall bo prohibited. - Idaho Oopariment of Water Resources 


ofthe Big Lost River tributary to sinks. Ths rights sought 
I to be chutged aro evidenced the Snake Rlvor Basin AiS- 
judication DIradorie Roppit and recorded os follows: 


10-4-18,5: PROHIBITED USES WITHIN ZONE IB OF THE WELLHEAD PROTECTION AREA The following uses or PUBUSK- September fegd 14, 1995 
conditions shall bo and ore hereby prohibited within Zone lb of tho Wollhood Protection orooa: 

(A) Sanitary landfills.' 

(S) Uvoslock conflnomont operations, 

! 0) Hazardous waste disposal faculty * 

D) Injection wells sxcept for the following: •to™*>yjj‘ven ihot San Felipe Ranch, HC 88 Box 

1. Closed systems. 4322, Msekay, iO 83251 , has applied to the Ooportmenl 

(E) Al manufacturing or Industrial businesses Involving the collection. hoiKlIIng. manufacture, uso, storage, transfer ^WolorRosoMcosto ch^go plocoof of waters 
or disposal ol any hazardous solid or llqirid matorlal or waste hovlrig potential Impact on groundwater. oi mo Bkt uwt Rtunr irthirtnnr tn ninkn tii« ririw* nnnnM 

(F) Basting sewer linos shall notbodoserthon one hundred (100) fool of a wollhood or of new sanitary systom and 
sower linos shall not bo closer than one hundred fifty (150) foot of a woUhood. 

(Q) Existing septic tanks or drain fields shall not bo'closer than one hundred (100) feel of a wallhsod and now Insloi- ix_nna<«fa 
lotion of septic tanks or drain fields shall not bo dosor than two hundred (200) foot away from the wellhead. . 

(H) Junk or sahrogo yards. Amount: 1.5 cfs 

» Disposal of waste oil, oil filters, tiros and all other ^troloum products. ^ 

) Land use actJvltios posing o hazard or throat to existing ground water qualify os doomed by Ihe Zonirrg Adminis- « ® ' 
trotor during review process of applications. Amounc .Bcts 

10-4-18.6: PROHIBITED USES WITHIN ZONE II OF THE WELLHEAD PROTECnON AREA Tho following uses or'^ !?®" 
conditions shall bo ond are prohibited within Zone II of tho Wollhood Protection Overlay Zone: Amount i5ci8 

(A) Sanitary landfills; ' 

(B) Hazardous waste disposal fadltUos; . ' . . 

(C) Injection wells except for the following: Amount 2.4 cfs 

1. Deep well Injocllon (bolowis foolindopth): .. 

a. Geothermal heat; 5*® '®!’^!^ 

b. Hoot pump rotum; Amount 6.4 c» 

c. Cooling wotor return.' , 

2. Shallow well Injection only (loss than ISfoot in depth); . ^ 

a. Storm runoff; • • ' ’ 

b. Agricultural runoff waste water; 

— cSpodoldrolnago water,- ... . ,. 

d. Aquifer recharge: 

0. Aquifer remediation 
f. Septic systems (gono/al). 

(D) Land uso ocUvItios posing a hazard or throat to existing grourid water quality os deemed by the Zoning Adminis- 
trator during revlow process of applications. . ,. 


> also Indudo: 

Lot 13. Slock 1. FIRST AMENDED PLAT OF MAGIC 1- Tho tIUe ond numbqr 
VALLSY.MOBILE HOME SUBDIVISION, Twin Palls of this case. 

County. Idaho, according to the offldd plat thereof, re- 2. It your response Is ah 
corded In Book 13 of Plots, page 17, records of Twin Foils Answor to tho Ciomplalrfi, It 
‘ must contain admtoslons 

' and denials ol the separate 
Tho Trasieo has nokncwledgo of a more porticular allegations of tho Conj- 
doscripUon of tho above referenced real property, but tor plaint and othor defenses 
purpo8080fcompllancewllhSecUon80^fl3IdanoCodo, 


Point(s) of Diversion: SWSESE, SEC 03. NENESE, 
NWNESE, SEC 11. SWNWSW. SEC 12. SWNWNW, 
SEC 13. T08N, R22E, Custor Courrty. 

The water Is used forlrrigadon of 515 ocros from 05/0,1 
to 10/15 vrithiri the EVZ^. SE1/4, SEC 11. S1/2SW. 
SEC 12. NW1/4. N1/2SW. SWSE. SEC 13. N1/2NE, 
SENE. NESE. SEC 14. 08N. R22E, B.M. 


County. Idaho. 


Road, Twin Falls, Idaho, Is Bomelirnes assodated with Ing address and tolophono 
said real property. number, or tho Slgnoture, 

mailing address and Isle- 

Said solo will be nude without covenant or warranty phone niimbor of your 
regaining title, possession or encumbrances to satisfy the ottomoy. 
oollgotiop secured by ond pursuant to tho power of sale 4. Proof of rnalllng or do- 
conferred In tho deed of trust executed by CHERILCAR- livery of a copy of wur re- 
ROLL, s single womsn AND LESLIE 8IM8, a slngls sponso to plaintiff^ ottor- 
tvomsn. os grantors, to RRST AMERICAN TITLE COM- ney, os designated above. 
PANY OF IDAHO. INC., an Idaho Corporation, os sue- ' To dotormlno whether 
cossor trustee,! for tho benefit and security of West One you must pay a filing foe 
Bank, Idaho, os beneficiary, dated June 1. 1992, record- with your rosponao, con- 
ed June 1992, os Instrument No. 92007459, and tact tho Clork of tho above- 
assigned to CHEMICAL BANK, as beneficiary, by as- named court’ 
slgnmont recorded Juno 30, 1992. os Instrument No. ; DATED this 17th day of 
92009017, Morigogo Records of Twin Falls County. Juno, 1995. . 

Idaho. 

•1 ROBERT S. FORT, Clork 

THE ABOVE GRANTORS ARE NAMED TO COMPLY /s/ Cooley 
WITH SECTION 45-1506 (4)(A), IDAHO CODE. NO DeputyCloik 
REPRESENTATION IS MADE THAT THEY ARE. OR 

ARE. NOT. PRESENTLY RESPONSIBLE FOR THIS PUBUSH: August 31. Sop- 


, OBLIGATION... 

Tho default tor which this s^o is to bo modo Is tho 
failure to pay when duo. under Deed of Trust Note dated 
Juno 1 , 1 892, tho monthly payments for Priiicipal,' Interest 
and Impounds of S302.00. wfth a chongo to $330.07 (off. 
6-85) morfth for ihe morrths of Apnl through Deem- 
bor, 1894, and January through July, 1995 and all sub- 
1 until the date of sak 


lornbor?. 14. ond 21, 1995 


sequent payments u. 


>f 8^ or rolnstatomonL 


Notice is hereby gtvorrby 
tho City Council for tho City 
of Twin Falls, Idaho, that a 
public hearing :MII be hold 


I2fi£ElifitiaEE^E2lU!ffi5i S"MonSK OctSb."'., 

10-4-18.7: PROHIBITED USES WITHIN ZONE III OF THE WELLHEAD PflOTECTlON OVERLAY ZONE; Tho fbl- tw Only total^ _ on,?i October 16. and November 


lowing uses or conditions shall bo and ore prohlbltod within Zone III ol tho Wellhead Protection Overlay Zone: 

(A) Injection wells except (or tho following: 

' 1. Deep well Injection (below 18 feet in depth); 

a. Geothermal heat: 

b. Heat pump return; 

c. Cooling water rotum. 

• — 2.-Shallow woll Injootion only (loss than ISfoot In depth); ' 

a. Storm runoff; 

b. Agricultural runoff waste vrator; 

c. Spodol dralnago water; , 

d. Aquifer recharge; ‘ 

0. Aquifer remodiatfon; ' . 

f. Septic systems (gondml). 

(B) Land uso octlvttJos posing a hazard or throat to.oxistlng ground woter quality os .deemed ^Jty>.Zonlr>g Admlnts- 
trator during review process of oppllcatloru. 


and will bo used to Irrigate 471 acres wftbln tho E1/2SW..' a>*o Escrow advances for $1,090.80 and the principal e-i995 atlhohourtriB-00 
SEl/4, SEC 11, SWSW, SEC 12. NWNW. S1/2NW, —(“toncoowIngMOfthtedatoonthoobligatlonseeurodby o’clock PM InthoCoiin- 
N1/2SW, SESW. SWSE. SEC 13, N1/2NE, SENE. Of Trust la $31,021.24. plus accruing IntorosL oil Chambors' Citv Hall lo- 

NESE. SEC 14. T08N.R22E. B.M. AH tho othor rights win All delinquent payments aro now duo. togothor wtth ac- catod at 321 Soamd Avo- 
bo coocontralod In this now ^wo of uso. Tho romolndor crulng late charges end Interest, unpaid and accruing nue East Twin Faiia irin- 
34-10553A. which Is .88 cfs. will bo used to Irrigate . toxos, assessrnontt. ^toole feos, attomoya foes, and ho. to hoar a roquort V. 

SESW,SEC 12 .E 1 / 2 NW.SECJ 3 ,T 0 aN,fl 22 E,B.M..- «ty 8 mpynts.adyeftcodtopir«ea.tho_ 8 ecurity.es^ UR Aubg 

wmi this foreclosure and that the Doheflclaryelocts to soil , ALLEN GENE FRITH 
/Vny^osts ogoinst wprevaJ of tho proposed chor>go y*® *^® — ®* property to bo sold to satisfy said Request o Zoning District 

t n«-n n.n„» u/..,... n a on. Change arid Zoning Map 

Amendment from Rural 
Residential density to R-l- 
43,000 density for property 
located at 3841 North 3100 
East (on Camille Lone) In 
tho City of Twin Falls' Area 


must be filed wlOt (ho Idaho Dopartment of Water Ro- 
sources. 900 N. Skyline Dr., Idaln'Falls. ID 83402, 
tcMether wtth a protest fee of $25 orf or before Sept 25,' 
1995. Tlif protaslont must also send a copy of Ihe protest 
to (ho op^lcant 

KARL J. DREHER, CHrector 


obitastion. 

Date; August 18, 199S 
FIRST /AMERICAN TTItE COMPANY OF IDAHO. INC. 
By Monlne Colo, Trust Officer 

PUBUSH: Autiust31, September 7. 14 and 21, 1995 


h requires approval from the Planning and Zoning Commission tor land hrins 

a Wellhead Protection District, written notico of tho hearing shall bogi^ to tho entity operatlr>g tho public or com- - ~ cHn uBADiun c«b “ 

“munity'*atof'8iJppty'ffitnin'Thaf-B9<irtay-disWctrmo'Pianning and‘Zofting-commasIoo‘WftyTequiwa'Qraming of 

oosoments for monnortng wens IT tho commission dooms It appropriatotorprotoedon of tho pubflcwatersuppfy. APiojt-AJtow-roR HtNiHUW stheamflow- < 


ORDINANCE NO. 2505 Hearing os required by tow of Impact in order that the 
. on tho 8th day ol August, applicants may spilt tho 

AN ORDINANCE OP 1995, to consider tho Zon- ocroago tor a second 
THE CITY COUNCIL-OF—Ing Oe^gnatlon and neces-'donco for family msmbere.' 

4^HE-CIT-Y-0-F-T-WIN--sary 'Area-of Impaol and The City Council may 

FALLS. IDAHO, REZON- Zoning Olsiricts M.^ vote to suspend tho rules 


10-4-18.9; NON-CONFOi^illNQ USES: Any legal uso oxistlng at too time of tho adoption of this ordinance ^ listed lit® and. act upon tho related 

oa a prohlbltod uso herein, shall become a logoi non-oonformlng uso end may not bo expanded or Improved except nTi7. j ft . .!? i .rtwri 

os otnorwiso provldod In tho zoning ordinanco. 

10-4-18r10: ENFORCEMENT: It shall bo unlawful tor any person, corporation, govommo'nt entity or businosa to Rlver.Tho,appll- 


for pormit to appropriate BELOW DESCRIBED; ZONE of the real property ordinance on tho first or — 

water ^ tho Deportment of Water Resourcas. proposing PROVIDING THE ZONING below described; and, second meeting date. ■ If • 
to appropriate water for o minimum straioiftow. In the.- . CLASSIFTCA'TION Ty g iE- WHEREAS, the City that occurs, rto further pub- 


( 


occupy or~ use the 1^ within the area designated In the Wbllhoad Protection Owrtay District of 2one 1. 11, and III “*ton is further described as followa; 
contr alto ,' or in violation of, any of the provisions of this Choptor. Source- Prkwt River 

10-4-18.11: AMENDMENTS: Amendments will require approval from all bf'lhe counties and munldpalltJos that this 1992 ' 

Chapter affects. - Amount ortoP^^ of Use: 868.0 cfs beginning 1 (VI 

SECTION 2. That this ordinance be oftective upon passage and bubllcatton. 

PASSH) BY THE COUNCIL Saptember 6. 1995 
PASSEDBYTHEMAYORSoptombef6.1995 
GALE KLBNKOPF. Mayor . r 

ATTEST: JODY HALL Deputy aty Clerk 

PUBUSH: Saptamber 14, leiK. ■ 


II be held on ' 


FOR: AND ORD^fNQ Planning and Zoning Co^ lie hearings v 
THE NECESSARYI^EA mission has made rocom- the Issue. 

OF IMPACT AND ZONING msndations to the City Any arid. all persons do- 

DISTRICTSMAP Council (or the City of Twin siring to comment may ab- 
AMENDMENT. • - - Palls, Idaho; and, pear and be heard at the 

, WHEREAS, JOE RUS- . WHEREAS, the City appointed time. . 
SELLhadmodeoppHci^. Coundl tor the City of Twin A.cbmplete description la 

torsrozoneofaSSO'xISO’ ■ Falls. Idaho, hold a Public on file wfth the Twin Falls 
paroel-of land located Im- Hearing to conalder (ho City Planning and Zoning 
, .medlatalysogihofpropeity ssmemattaronthaSlhday Administrator at City HflL 

Purpose of Minimuro Flew: Protection of fish and wHcBIfe at 2O64'pllzab0th Boule- ofSaptembar, 1995. 321 Second Avenua'EasL 

hauta^'squailolitoBndrecfaBtionalvaluee. ' > yard irifTwIn Falls: and. ' . NOW. THEREFORE, BE 738-2:^. - 

PropoM flsach: Baginnind at the confluence with' the WHEREAS, the City ITORD'AINEO BYTHE /s/ Gala Ktoinkoof. Mayor 
East River In Lot 6 (NES^E). Seotjon 28. Townehip . Planning end Zoning Com- CITY. COUNCIL OP THE . r 

_58N, Range 4W, end extending downstream to the oon- mission for the Ctty.of Twin CITY OF TWIN FALLS. PUBUSH: Thursday, ^n- 
- fluence-ww-the Pend Orellle-RIver in Lot 6 (SWNW), — Falto,-4daho. held a PubIfe-'IDAHOr : •• — ^ •tombarid; 1995 — 




Legals-AnnouncementS'EmpIdymeht 


LEGAL NOTICE LEGAL NOTICE 


llJOTICE OF PROPOSED 
CUANGE OF WATER 
RIGHT \ 

Np(k« is bercb}’ ^reo that 
GLENN SCIIROEDER. ' 
iZOO N 3X95 EtTWlN 
FALLS ID 83301 has 
applied to the Ocpartmeot 
of Water Resource* to 
ebaoge the foUowlag 
deecfibed water lightU)' 
punuaat to Secthm 43-323 
. of IDAHO CODE knd 
further described . as 
TraasftfNo. 4«93. 

The purpose of this 
application b to change 
t^ point of diycnioo. 
change the place of use« 
and split the water rig^ 
also Inyoleed In 
companion transfer tso. 
4694. 

WATER RIGHTS AS 
RECOROEOi : 

Water Right No. 47^ii296 
Dasist License ' . 

Data of Priority:. 
20/13/1955 
Atnonnti 146 cfa 
Source: groundwater 

I/i«-Inrfg»liaa. 

Point of DiTOrsIont 
NE1/4SEI/4. S33, ..T11S. 
R17^ Twin FaSs Cotmty. 
Permissible place of use 
for Wattt-R^t Not. 47> 
03296 and 4747409 b not 
to exceed 130 acres per 
annum within NEl/4, 

NI/35E1/4,— S33^T11S,- > 

RX7E. 

Water Right No. 47-07409 
Dasbt License 
PBleorP-riority:8/29/1984 
Amount: 041 cA 
Source: groundwater 
Use: irrigatlon3/15-ll/15 
Point of Dirarslon: 
NE1/4NE1/4, S23, TllS, 
R17E; Twin FaQs County. ' 
Claims bavo been fDed la ' 
the Snake Riycr Basin 

,, WATER RIGHT NO. 47- 
03296 TO DE CHANCED 
by moTiug a portion (143 ] 

efs) and cre a ti n g Water 
Right No. 47-02396A. 
WATER RIGHT NO. 47- • 

67409 TO BE CHANGED 
by morlag a portion (0.42 
cA) and creating Water 
Right No. 47-07409A. 
Total amount of water 
being transferred is 1.95 'I 
cA. A hew point o f j 
dirertion "will be located' 

: within' NWI/4NEI/4SEI/4, ) 
SZ3» TllS, RITE for ' 
irrigation of. 133 acrea ' 
iwlthin. S1/3NE1/4, 
N1/3SE1/4, S23. TllS, 
R17E. 

Any protest against 
approval : of the praposad 
change- of water right 
appUcation must be filed 
the DeparlmcsR of 
Water Rceourem, Southern 
Ae^on, 323 Shoshone Street 
East, -Twin FaSsrlD 83301- 
together with a protest fee 
» of ■ S35.00 on or before 
September 25, 1995. The 
{irotestant most also send a 
copy of the protest to- the 
applicant. 

Knri J. Dreber, Director 

Published in the Hmea 
Nnn on 5/7 & 9/14/95. 


NOTICE OF PROPOSED 
CHANCE OP WATER 
RIGHT 

Notice b hereby ^ren that 
EDWIN R. SMITH, 3300 
CORAN LANE: LAS 

VEGAS. NV 89106 1»s 
applied to tbe Department 
of Water Rcsouicca to 
change Ihg following 
described jwfiler,right(s) 
pumant to Section 43-232 
of IDAHO CODE and 
fartbsr described as 
Transfer No. 4694. 

The purpose of this 
applicatioa b to change 
the petal of tUrcnlon and 
plnea of nse.Ar water 
right siAti created by 
companion transfer m. 


together ^th a protest fee 

of $15.0<> on or b^ore 

September 35, 1995. Tbe 

prolesUnt must also send 

a copy of the protest to 

tbc4PpUcaiiL 

Kari ll. Drdier, IHrector' 

Fuh^ed in the Tlmea 
N^ on 9/7 A 9/14/95. 


16th, 16th & 17lh from Twin VIowResIOomlol Cora MOM'S HOUSE, lo home CHILD CAHE In my homo 
10am-6pm at 347 River Homo now has oponlngs day core, Mornlnaeldo or your's, newborn & 4 yr 

Perk Way, In the. Blue (or apaeloua, private & area. Con 734-6543. old. OcMstMon-Frtdaya. 


viding superior coro A | Smolidoy care Irt my homo. 


old. OcMstMon-Frtdaya. 
Responsible coring odulL 
rets foquHed. 733-8621. 


POTATO (arm looking (or ICU NURSES 

year-round tractor & ma- Mercy Medicol Contor In 
chinory operator. Sond Nampa. Idaho, has open- 



- 101 

LOSTAFOUNO 


8INQLE7 HoortOueat con 
put lovo back In yotjr IKo. 
Free call, free brochure: 
1-800-94S-0411 


ALCOHOUCS 

. ANONYMOUS 

I Call 733-63QQ 

EARLY 

DEADUNES 

FOR CLASSIFIED 
ADS 


one In a homo atmosphe- 
re. Weekly vital chocka ft 
' ' dally medication montlort- 
ng. Home cooking to Indl- 


Intormatksn ® 735-0443. Nonnloa needed. Boston 

^ — — area. Great pay, oxcel. 

^ boM^W In my ho™^ benefits. IBoroldor. Con-. 
Mon-Fri 74 colt 7 36-206S mgj giacey ® Nannios 


tain their Independence ft 
dignity. Alwaya putting 
their neoda ft doalros first 
Transportation ft loundry 
provided at no additional' 
charge. We Invito you to 
vIsH our homo In a subur- 
ban aimosphoro with 
beautiful quiet eurround- 
tngs St reasonable rales. 
6 mlnutca from Jerome ft 
Twin Falls. 324-3855. 

^TTi ] 

ENTERTAINMENT 

SERVICES 


'•Em. .<^200 

EltIPlOYMENT 


PT nanny, (lex hours; 
lO/weok, some meela, 
light housekeeping, rofor- 
encos. ©738-1656. 


THURSDAY, 2:00 pm I SERVICES 

for'FRIOAY' ILii iiii i i i i 1 1 I 
FRIDAY 2:00 pm for Caiiino aiiioeal talent. Vai- 


FOUND: In Jerome Village 
Weal Park. Blue Siamese 
male. 6 to 6,yr old oat, 
■^twnorotfTmrfVeciawodr 
big and friendly. 324-6957 
LOST Brindio Calico 
fomalo. Black hamosa. 

Answors to Kelly. Small 
child crying. Lott In the vi 
cinity ol Blue Lakea/Falls. 
REWAnOII Cafloolleot. 


SATURDAY 

Thank you 


201 DAIRY HELP. PT. evening 

ADMINISTRATION/ shift Must bo able to road 
MANAGEMENT & write English. Send re- 
sumoto;2ie3South1700 
vwwwwwwwwsr**-** _ Eost. Oooding, 10 83330 

* farm Labor Tracks need- 
REO LION INN ft * ed for sugar beet hauling. 

CASINO IS * 2mlle haul, 324-4178 

/5-puwttom * ^house'i^eper'*^? 
^qmanqebT* motu?; m?j. 

ACCOUNTING DE-* band/wlfs team lo work 
OHEE REOUIRED.* “• « groundt keeper, ft 
— * — houes keeper-one remote- 

* cattle raneh. Wagea. 
Muet bo able to pro-* house, health Insurance 


REOUONINN& * 
CASINO IS '* 
ACCEPTING •* 
/«»PUCATION * 
FOR AN ACCOUNT-* 


LOST dog Cock-a-poo, rust 
color, male,’ tag on collar, 
dogs name Froa ty. 

736-0630. 

LOST. Chinoso Pug (white) 
8-8-06 on 4100 North 
1700 East In Buhl. Lovan- 
"dar^nylon oollar; Reward' 
offered, please call 643- 
6136 ShslH. 

LOST. Female.Shlh Tzu^ 
mostly white. Gone from 
Van Buren SL 734-6090. 

ADVERTISE 

YOUR 

SERVICE SPECIALTY i 
IN THIS DIRECTORY 

Your ad will roach 22,000 
.lamilloi avorydiy and Iho 
raaulla will omaza you. Call 
■loday and.ena.ol.ourJftendiy- . 
Ad-Vlaort will help you word 
your ad ao lhat li will be moat 
ellecllvo and bring you lha 
raiulu you art looking for. j 


YOUR 

AD 

TIMES CLASSIFIED 
OEPARIMENI — 

20e-734-553e 

OVER£ATERS 
ANONYMOUS 
734-4647 

Stop Smoking Overnight 
Doctor Approved 
Write for free Information. 
Ida Bill FoundaUon, PC 
Box917,T.F., ID 83303 

^ 107 I 
ABORTION 
ALTERNAT1VB8 - 


ley finterialnment wanie ? 

- you (or i 'Battle of the J * 

Bande*. Please eend I 
. _g9ra0J0pesJt0.Valley.Bt_ * OHEE REQUIREP. 
tsnoinmerrt ATTN: DAV- * ^ * 

lOBOYD. POBOX3212. k.. * 

H.II.V, ID 83333. No » ““/i.^'cSS.'ISSodJ 
phone calls please. i w OrumclaJ for eleven* 

( I * and provide 'finan-* 

113 * dal enelysie. Thie* 

CHILDCARE * position reporte to* 

SFnviPPS * the C . F .0 . a d'* 

* voncement oppor-* 
.LAa*MJJ!icJaH8CLfiiitiD0l_ ^ - 
^umw with ua on a fun Z candidHte^ 
ft exciting adventure as « « 

rLSfeS t J 

;?£as3*cW;.»; : If™™ i 

^'34-3693. * 2065 Idaho Street * 

B.by.llling In m, hom.. J 1 

Accepting children of all * J 

ages. Mon.-FrI. CPR w 


resume to Box 97264 % Inps In ICU: 12-hour 
. Timas News, PO Box 548 shifts, days and nights.. 
TF, ID 63303 ICU oxporionco roquirod. 

'■ ' " ' - $2000 sIgn-on bonus to 

SALES parson for dairy Rt axporioncod ICU nurso. . 
suppllas. CDL roquirod, Coll (208) 463-5800 or 
solo ft or dairy exparioco sand resume to: 
helplul, Mon-Frl, salory Hutrtan Resources 
depends on oxporionco, 1512 12th Avenue Rood 
ft soles. Send resume to Nampa, Idaho 63686 EOE 
Box 90000. %Tho Times 77 . 7 ' 

Nows. PO Box 548. Twin LAUNDRY/Mousekssplr^ 
Foils. 83301. position. Full-timo, shift 

,-i - varlos, needs to start 

TRACTOR OPERATOR. Immediately. Nophon» 

4x4. Wage DOE 423-42S9. ea//e, p/eeas/ Apply In 

a arson ONLY at West . 
agio Cars Center, 640 

mont operators for hor- Filer Avo W. Twin Falls, f 
LPN wanted to work Snlur- 


TRUCK DRIVERS noeded. 


shift UmKod bonoflis, far 


both field ft semi positlona more Information, call 
available. Long aoason Suzanne or Connie Mon- 
w/guorantoad bonus. Fri momlnga. 423-6591, 

• MEDICAL 

Wanted oxperlaneod.blade 

operator. Coil 324-7148 RNA 1^ 6-2 shift. Pioase 


I MEPtCAUD ENTAL | MEDICAL A8S1STANT/LFN 
Port time, to work-in back 

CANYON VIEW HOSPITAL ~ 


as. HC 32 Sox 470, Tus- 
carors, NV 89634. P»r- 
Borul Interview required. 


* Intermourrialn Bean Co. Is 


RESUME TO: * now scceptlng appllca- 

QoryKIug * tlons (or general ware- 

C.F.O. * housework. Apply In per- 

2065 Idaho Street * »on at 321 Main St. N.. 

Elko. Nevada * Kimberly, Mon-Fri 8-5 pm. 

floani » ' 


I following areas: 

♦ PT RN'e 
' ePTLPN'S 
PT Mental Health 
Spedallsis- 
Excellont compensation 
pkg. Send reeume or 
contact: 

Personngi 

22BShoupAveVY.,TF 
Fax 734-6764 

CNA'B/NA'S NEEDED for 
ftjll-time ft part time posi- 
tons, all shifts avail. Wood 
River Core Center offers 
a wlda range of benefits, 
Including msdlcsl A den- 
tal Insurance. Paid vaca- 


fscillty. Send resuma to 
Box 80202. % Tho TImas 
News. PO Box 648. Twin 

Falls. ID 83303. 

MEDICAL 

RN Bridgevlew looking (or 
RN, full Ume. Please ap- 
ply In person 1B28 Brld- 
_g9VlBW.fllVd.TF. . 

MEDICAL: Now hiring, 
CNA/NA's. full ft port 6me 
at Mountain VIsw Care 
Center. Competitive wag- 
si, Excel benefits, cheer- 


join our hoppy family. 
Contact Suzanne at 
423-5591. 


PREGNANCY CRISIS ^ KIDS ONLY 

CENTER Complete day core center 

Free testing. Call 734-7472 Prt-ichool. 0 mo to 8 yrs. 
or 1-600-371-7472 Large fenced grass yard; 

Drop Ins welcome. $26 off 

I " ^na' " I let month! tuition. 

PROFESSIONAL ^8^1625 — ^ 

SERVICES Uneoln School DIstricL Any 
mome'need help with 

BANKRUPTCY 

Ail Chapter A AG related 
caaee. Free telephone 


Country Bumpkin TLC ************** 
home. 10^. exper. Call RESIDENT manager* are 15SS)ar^l®^75Wmo^^ 
-Ubri32e-86.62.or_ .needed lor.a 40 unit euth. . msSoi ? 
T33‘539B eldlzed development In 

uinanwiv fheTFarea.Sertdreeume MILKER, experienced, 

^H1 wd Cartotprd 1^, 


203 

ADULT CARE 
PERSONAL 


MILKER. Needs to under- 
stand English. Experi- 
enced, 2 raferonoee. 


Wood River Core Center, Minidoka Memorial Hoapital 
located 16 milea N. of Is currsntty accepting eppll- 
Jtrome.611 E 4th^t, catlorrs for the pos ition of 
' Shoshone, ld'63352 or' nursing aaalstiuit. ' 
cell 688-2228. Opportunitea for CNA car- 

.. tidcstion are provided. 

' tfri*(seted applicants may 
*H!*' oontBCt Human Resources 
Excsilent beneflta avails- 430.0481 
bit. Contact Tarrl at 934- ' ' , , ■ , 

6601 or apply It: Oooding Now hiring CNA's/NA'a 
Rehab Living Center, Oilerlngon-alla daises 
1 220 Montana, Gooding for oertlflcation. Compell- 


Live In companion for eld- Need CDL drivers (or oam I 


morningi or afternoons erly lady In Burley. No chop haul. 636-6023. 

(or kinder gardanera? nursing. Room & board ■ . .. . . 

Also 2 full time positions . SIOOQ/mo. Call collect POTATO HARVE 


tlve pay with evening ft 
night dlfferantlala. Apply 
In person only at 640 Fil- 


ls. free toiepnon# open. Christian otmosph- 
consultation. .^n. Uttle Grape Vine tSey 

Cef#, reTorenceaTTSe- 


-836-7760-80(F84a--2168- 
Wm H. Mulbirry 
22 yf»^»xp«r1tncm 

! MATURE woman wonts of- 
fices to olein. Exo. ref. 
736-2431 


\Notv Hiring’ Samdlrtai- 


Art you plinning a move? - 
Ctassllied eds vm palm you 
In the right dIreebon lo find 


POTATO HARVEST. 

Experienced track drivers 
naeded.JNO COL RE- 

“QOIREOrSfanli^ Sapr 

18. $6.00 per hr. Call 734- 
2272 from 8 am to 5 pm. 

■WheF ere you walling (or? 
Pisoe Ihtt olassKlad ad 
bdsy. 


nurse noeoeo. urino ex- m person only St 840 Rl- 
perlence preferred. Sond er Ave. W.. iWn Falla • 
resume w/salaw r«quMl West Meglo Care Center, 
lo Ortho, PO Box 666, - 

Jerome, ID 83 336 ^ position In dental offlco. 

Compuier'exper. ft'danlol 
DENTAL ASSISTANT, .exper. a plus but will train. 


Registered, full time or Good phone skills ftjjub- 
parfUma, v^thwipandad ikj relations a muaL ^ 
luncllona. Send resume resume to: Dental office 


position, P.O. Box 267, 
Gooding, ID 83330 | 



R EI^D CLEARAIVCE! 


I'iM.; i.jjii MK'i iioji i)i(. 





I I'Mj.-, iM.VMiM I II m:on I mi 





■11,550.89 

+ S 99 Ovrr Invailro 
• 8600 Cn«h Ilrbelc 
Yonr Prico 

* 11 , 049 “ 


io9.->(;iii:vv(:oi(sii;\ i dk. 





i’i‘i.'. m II K i.ijMi \:\ I im. 




•17,249.29 

4 999 Ovcrlnvoicr 
• 61SOO Catii ilrUatc 
Your Prien 

• 15 , 848 “ 


! I'm mmcKsmvTifs e.s 4 nii. 



•16,589.35 

4 899 Over Invaicn 
- 6.SOO Csih lipLotp 
Your Pn’co 

* 16 , 188 “ 


i'i'>'. iiiim,i'. .wi.M.Mi I ^ :: i)i{ 



•17,760.15 

4 899 Ovnr Invoifc 
Yomp Pricn 

* 17 , 859 '= 


m'. (iiin.sijisKi.M; i.Mijmi. 



I'mriiKvimi.i'Tz.iacoNv. 


Twia Font, ID 83301 



•25,641.59 

4 $99 Ovi-r Invoirr 
• $SOO Cash Itrliair 
Your Pricp 

,* 20 , 740 =* 


l99.>K\(;i,KVI.-iIOMSI I 1)11. 


^22^79:22^ 

4 $99 Over Invoice 
• $500 Cstii Rrbalr ' 
Your Pricn 

• 21 , 778 ” 


•23,423,39 

4 $99 Over Invoice 
- $1500 Csth Rehile 
Your Pneo 

* 22 , 022 =® 


I'i'i . f III. Midi I 1 / 'it I (il I'l 



•28,592.80 

4 $99 Over Invoice 
• $1000 Csib Rebale 
^Your Prico 

* 27 , 691 ** 


I'l'i*. 1 \IlII.I.\‘ 111 Ml I 1 


•34,023.70 

4 $99 Over Invoice 
> $3000 Csih Rebste 
Your Price 

* 31 , 122 =* 


i99.> (:.\i)ii.i.A<; la.iMiitMH) 
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OFFICE/CLERICAL 


AUDITOR: Thp Boil Wosl- 
am Canyon Springs Inn Is 
occoptlng appllcoili 
roliol night audllo . 
doskdork, Auditor hours 
oro for iho weokonds 
starling at midnight 


Ing of dolly work by follow 
omployoos Insuring accu- 
racy, complotlon of dally 
solos Into roport form plus 
oil from dask oporatlons. 
Plooso apply in person at 
1357 Bluo Lakes Blvd. N 


EXP. Bookkoopor w/comp- 
utor skills. Must havo 
working rof. and o rosumo. 
Sond rosumo to Box 
99657; % TImos Nows, 
P.O. Box 646, Twin Falls, 
ID B3303-0546 


Office & Clerical 
positions available 

EXPRESS 

PERSONNEL SERVICES 
Twin Foils, 733-7300 
Burloy, 67S-4040 * No Foo 


Receptionist: Port time po- 
sition ovoiiablo for profes- 
sional person with com- 
puter oxp. In TF^odlcol 
office. Sond ro^mo to: 
Box 90117, eft TImos 
News. PO Box 548. Twin 
— F(SI5ntT83303 ■ — 


SECRETARIESII 
Wo want to holp you 
rmdajop. 

Whether you are changing 
fobs or Just starting out 
We can help youl 
Call today 734-1000 

_ __SNELUMG_ 

PERSONNEL SERVICES 
NO FEEI 


SECRETARY/CLERK Best 
Wostom Canyon Springs 
Inn Is accepting applica- 
tions for socretary/clerk, 
Plooso opply In person at 
1357 Blue Lakes Blvd. N. 
If you proticleni with lo- 
dus, XL& Microsoft Word. 
Correspondonco pi^oll, 
accounts payablo & as- 
sisting In tha budgeting 
procoss are major por- 
tions of tho job. 
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RESTAURANTA.OUNGE 


COOKS. SERVERS 
CASHIERS. Taking applL 
cations for full timo oxpol 
rioncod cooks, sorvors 8 
coshlors. Apply In person, 
doily between 1:00&4;“ 


COOKS. Must bo able . 
work grove yard hours. 
And dishwasher various 
hours. Counter ottondont 
for Bllmple's. Various 
shifts & hours. Great 
' bonofits. Please apply 
person at Traveler' 
Oasis. 


EXPERIENCED 
COOK 
Chili's Is looking for a low 
good cooks. If you oro * ' 
porioncod and looking 
compotltlye wages, 
greet training team one _ 
whole lot of fun’, please 
opply In porson ot Chlli'- 
1080 Bluo Lakes Blvd. ‘ 
Twin Foils, ID 


Uttle Caesar's Is now hir- 
ing for all poalticina. Port 
time. Apply in person i ' 
820 Bluo Lakes Blvd M. 


■oppncoUoh's'fordrWOfS' 
cooks, evening ahlft. 
Drivers con earn up to 
SlOporhrormoro. Polen- 
llol wage Includes 
commissions, tips & 
wages. Apply In person 
® tho Jerome location 
.No phono calls 
ploasol 


Secretarinl position Open 
Are veu ACtw*>*<RlantMr14ng 
-Self motivator computer 
literate, and willing to 
grow with Co. then wo 
need your expertise. Call 
734-4577 Ed orTomora. 


RESTAURANT DISH- 
WASHER/BUS person: 
Twin Foils' favorite res- 
taurant Is now hlrliig a 
part time dishwasher/bus 
person— evenings. Toko 
this first stop on tho road 
to advancement Apply I 
person with Olanno 1 . 
AM to 4 PM weekdays. 
Rock Crook. 200 Addison 
Avo. West Twin Falls. 


Proe-lance wrtlors wanted 
to eever nows and evonta 
In Shoshone and Lincoln 
County. Sond a resume 
and a writing sample to: 
. . N.S. Nekksntvod, region- 
al editor, The Times 
Newe. Box 646, Twin 
Palls, ID 83303; or'eall 
733-0931 out. 204. 


Cost Cutters Family Hair 
Cars is looking for talent- 
ed hair stylist for positlona 


Wo ’offer these benefits:' 

: * Quorarrtsed hourly wage 
plus service & product 
commissions (earning up 
'toS7-S12hrty) 

•paid Vacations & holidays 
• •student loan psyment - - 
’ *advamcod troomomg 
•advoncomortl opportunity 

Must have Idaho Cosme- 
tology Uconto 
Call Jodi at (206) 733-0306 
IMMEDIATE JOB OPENING 

Earning potential 530.000. 
Rrst year os a Semi Truck 
driver. 

Kosp present job ‘Critical 
nation wide driver short- 
age ‘Solve income prob- 
lem ‘Placement assis- 
tants ‘Tuition rolmburs- 
mont hwo pay forlodgoing 
while In resident training, 
Call Cheryl Lewark at 1- 
800-829-7364 for an 
Jntorvlow. 


RESTAURANT 
FOOD SERVERS 
IT you ore looking for a po- 
sition as a rostauroiM food 
sorvsr. Cactus Potos Is 
tho place for you. Our 
now rostourant manage- 
ment team Is bringing ox- 
citing changes to our o - 
pondlng food business, 
you are a quoilty-orlentod 
food server Jookir- 
virerk at a 4-dlamor 
sort property with a bettor- 
than-averago base wags 
rate of $4,25 to $5.7S(ba- 
sod on exporlenee) In- 
cluding annual merit In- 
croases and oxeolleni tlr 
poloniJal. wo want ie toll 
tayou.' 

DINNER & UNE COOKS 

Cactus Poles has open-' 
Ings for Dinner end Line 
Cooks. Ouailfled appli- 
cants must.have a mini- 
mum of 6 months experi- 
ence as a Uno Cook In c 
high volume eorvlce 
rostaurant 

CoOtus Potos offers an ex- 
cellent bonofll.packogo 
which Includes medical, 
dental end vision Insur- 
arico as vvoll as' profit 
sharing. Contact our Hu- 
man Rosourco office for 
an exciting career with 
Cactus Potos. Twin Falls 
Office (208)736-1626 or 
(800) 442-3833 ext 6609. 

CACTUS PETES 

RESORT CASINO 
JACKPOT, NEVADA 


qualified applicants for F 


PROFESSIONAL Jenson 
- Jewelers Is looking (or ca- 
,roor minded people to 
--■woric-for. established jew- 
elry store. Excel bonofits. 


PRESCHOOL TEACHER 
.. .First Baptist PreSchool In 
Jerome Is' taking applica- 
tions (or an experience 
Pro-Schod Teacher, 324- 
' 7533, ask for Chrlstono. ' 


RESTAURANT PREP- 
PERSON. Twin Foils' fa- 
vorite restaurant la now 
hiring a part time prop- 
person-doys. Join our 
team of profmlonaTs and 
begin an exciting career 
In food service. Apply In 
person with DIanno 10 
AM to 4 PM weokdoys. 
Rock Crook, 200 Addison 
Ave. West, Twin Falls. 


RESTAURANT/LOUNQE 
Now hiring cooks. Must 
be able to work various 
N 'shms. Come bo a port of 
our team, groat bonofits. 
Apply In person Travel- 
or's Oasis, N of tho Han- 
sen Bridge, see Barb. 


£ 
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SALES' 


ABC SEAMLESS Is ac 
coating applications (or t 
full time sales person. 
Applicant must bo quali- 
fied & motivated in homo 
Improvomont solos. Ben- 
efits ovalloblo. Excolloni 
career opportunity 
right porson. Coll (or 
pointmont 733-9683 


electrical romanufac- 
luring compony dealing ' 
electrical switch gear, 
looking for sales rep. Im- 
modlaloly to cover ports 
of Novada. Rosumos 
acoplod until Sept. 18. 
Sond to P.O, Box 30f “ 
Idaho Falls, ID. 63403. 


®Bannor Furniture, 201 
Main Avo. East, Twin 
Falla, ID 83301 


Ilona for . . 

'posIifonTMuat bo aval 
oblodays, ovoa., and SaL 
Apply In person at Zurch- 
ors Party and Wedding 
Store, 1136 Addison Avo. 
E.. no phono calls please. 


Tho TImos-Nows Advertis- 
ing Dopartmont currently 
' ’’ .on o pening for o Co- 
.. iSvonlslhg Soefota 
Tho successful appllu 
will provide support 
co-op solos presentations 
and act as a roceptionist 
for Incoming tolophoho 
colls, and walk In cllonta. 
Plooso sond 0 current ro- 
sumo to Potor York. Ad- 


548. Twin Foils, ID 83301 


Wonted oxporloncod, moll- 
vatod momborship con- 
sultants & porsonai 
trainors. Coil Idaho Ath- 
lotlcClub'(a>888-0060. 


Wantojl full tfmo aggros- 
sivo, dopondoblo, auto-- 
motive solos porson. 
Must have good commu- 
nication skills. Training 
avatlobla. Only career 
minded people need 
apply. 

High Income potential 
Paid vacations 
Group Medical Insuraneo 
12SAPIon EOE 

Call Jim ®208-733-29S4 
for appoimmoni , 


DRAFTING porson need- 
ed to previda support (oi 
R&D dopartmojiL' Dulles 
Include providing drawing 
lor now & revised produc- 
ts. Responsible for erg 
nlzlng, tracking & ma1 
talning R&D drawings. 
Provide support for spe- 
cialty product area by 
supplying drawings, dl- 
nlonslons for custom 
ifoducts, sizing & order- 
ig gloss, su’" ‘ ’ 

side sales, i 


drafting support as re- 
quired by R&D depart 
mdhl. Must hove good 


computer skills, Including 
knowiodgd of AutdCad & 
Wlndows/DOS, oxporl- 
oneo w/word procossing 
& sproadshoot would bo 
benofidoJ. Need good un- 
derstanding of gonorol 
■ *" ocoduros, good 

written skills. 

Should bo self moUvaled 
oblo to work without 
constant supervision. 
Please apply at 621 
Woshlngion St South. 
Twin Falls. No phono calls 
please. 


ATATAVAVATAVAT 

Auto electronic* toch 
w/oxperlonco on.lato. 
modoB wonted. Sond re- 
sume to: PO Box 884, 
rurloy,l063318 
(confldenUoi). 

ATATATATAVAVAT 


I ATATAVATATATAT' 

Wanted Experience diesel 
mechanic. Plooso sond 
rosumo w/roforoncos to 
PO Box 684. Burloy Id 
83316 

ATATAVATATATAT 


_• . .Honkers.Placo.t21.4th .| 

j^va.S. 11-5 Mon-.Thurs. 

No phono calls ploosel 


Burger King Is now hiringl 
rfor all daytlmeposltions. 
Also hiring for FT night 
dosars. Full orxl part time 
availablel Also available 
fuU & part time weekends 
only. -Orest opportunity 
for school kids. S4.50 to 


COOKS Now taking 
applications. Willing to 
work night shift and 
weekends. Lots of 
benefits. AppV in person 
only. Farm H^a Rea- 


H|jj|-I&cdnmer| 

IKrmTo 


Now hiring 
friendly 
„faces. Smft_ 
lead^and- 
parttfrne 
work 

availablp for 
daytimd only. 

Apply at: 

Taco 

Time 

ISlZBIuel^es 
Blvd. North 
Twin Falls, ID . 


AMERICAN 
STAFRNG, INC. 
Seasonal or Temporary: 
-**Chom Appileator/No side 
•‘Warohouso/ForWIfl 
“Boon Sorters ’ 

••Vaflous Labor 

Call tQday • you may bo 

• workino tomorrow. 

— NB^AFEEI 

734-6462 1-800-721-WORK 
Serving the Entire Megic 
Valley Since 19661 




637-9100 


H Q 0 o r m a 


CDL drivers • all classes, 
temporory and porma- 
norrL lecol. Apply al: 

EXPRESS 

PERSONNEL"SERVICES 
Twin Foils, 733-7300 
Burloy 678M040 * No Foo 


COL drivers • all classes, 
temporary and perma- 
nent. local. Apply at: 

EXPRESS 

PERSONNEL SERVICES 
Twin Foils, 733-7300 
Burloy 678-4040 • No Foe 


CONCRETE holp needed 
In Sun Volley oreo. Good 
wages If experienced. 
CallMorrlck Construction. 
788-2688 evenings. 720- 
0668 days. , 


CairMorrick Construction. 
786-2688 evenings. 720- 
0688 days. 


DRIVER 10 whoolor for 
com harvest, 13 s^ Road 
Ranger,' wago'OOE. Can 
bo full lime.. 423-4269 ’ 


DRY WALL HANGERS _ 
metal stud fromers In El- 
ko, NV needed. Salory 
nogolloblo. If I nter ested, 
plooso coll (702)777-1704. 


DRYWnllHong 
orTTaper/Stool stud from- 
_efJpr-HQi!oy_Schoot..Soo. 
' jack Dovoyot Halley Mid- 
dle School or call Ken 
322-1885 


DRYWALLERS, hangers 
& finishers needed. 
Oopondablo. 2yoa{soxp. 
324-8565 after Bpm, ask 
for Jim,- 


King to learn, own 
transportation, no oxpor. 
nocossary, but holpful. 
Wogo DOE. 733-7888 


ELECTRICIANS Lighting 
contractor now hiring 
joumaymon & apprentices 
Local travel, expenses, 
good pay. 208-788-1137 
foavo message. 


lob^UU find tho equipment 
end tupplios Ihoy nood In 
claislllBd. Call 733-0031 


EXPERIENCED 
ELECTRICIANS 
JOURNEYMAN 
AND/OR 3RD YEAR 
APPRENTICE 
ELECTRICIAN 


Journoymon Elactrielan 
' with Idaho Lleonsal 
ond/or 3rd yoor ap-| 
prentleo Electrician.' 
Must bo exporioneod 
In 3 phase pewori 
bondiniind Installing 
• '/« Inch conduit,. and; 
orogrammablo control- 1 
lors. Exporlonco desJr-l 
able along wHh a me- 1 
chonlcal aptitude. 

lAppllcations ore being ac- 
cepted at the Burloy,, 
Id. JobSorvI--' 
208-878-5518 


Flatbed Driver, 48 states. 
Sond resume to: P.O. 
Box 162, Buhl. ID 83316 
or coll 208-543-8126 


Heavy duty mochanic, 
truck-cat-woldor. Non- 
smoker. Coll 736-0014. 


copting opplicotlons for 
on Induslnol Electrician. 
Position requires working 
12 mld.-6a.m. Guollflod 
Candidate: 2-4 yrs. expe- 
rience In Industrial oloctr. 
flold^Thorough knowt: 

■ ■■ — Sphaso systems, 

. rot circuits & NEC 
codes & STD’s. Good 
working knowledge o(: 
PLC's. electronics, & 
SCR'o. Soak motivated, 
self-diroctod individual. 
Some heavy lifting. Must 
bo capable of looming & 
mofntmnlng plant pacK^ 
'ng equipment. Wage 
OE Full benefits: Vaca- 
tion Ins., 401K Qualified 
applicants may send re- 
sume to: 

- SIMPLOT COMPANY 
FOOD GROUP 
P.O. Box 460 
Aberdeen; Idaho 63210 

Attn: Perso nn e l -^ t- — - 

Closing date: September 
30,1995 
EOE 


c 


' Hiring Newt 
w Factory/food procossing 
WWorohouso workers 
wFork lift operators 
WConstructJon/Carpontr) 

* Mochonlcs/Machinisis 
WCDLdrtvers 
|-*Rostaumnt/Doll 

EXPRESS 

PERSONNEL SERVICES 
Twin Foils, 733-7300 
Burloy. 678-4040 * No Fon. 


LABORER: Nood hard 
working & rollablo porson 
(or Stucco work . Trowel 
oxpor holpful. 736-1654 


LUBE TECHNICIAN 
We hevd an Immodioto 
opening for a person 
skilled In lube, ell and 
filters. This porson must 
bo professional in appear- 
anco 08 well as profes- 
sional In performance of 
their duUos changir' ' ' 
customors oil ond I 
If you oro presontly work- 
ing for a quick lube oper- 
otJon this IS on opportuni- 
ty to Increase your 
rlonce and Incc . . 
Please coll Mr. Chuck 
Hosman. 

Con Psulos 
Chsvrolet-Pontlac- 

^QMCJnJCk=QEO*_ 

Jerome 1-B00-287-7000 


MECHANIC ASSISTANT 
Wanted, oxporloncod. 
Call 324-7148. 


Northwest Equipment 
Sales Inc. has an opening 
(or a full time diesel mo- 
chonic, oil pha ses o f truck 
repairs, good'bonoflt pkg. 
Call Contact Miko Shultz 
734-3051 botwoon 6 am 
and 5 pm. . 


PRIOR SERVICE 
Oo tho job you wore trained 
to do or loam a now skill. 
Retain your rank ond 
make your experience 
pay In the Idaho Army Na- 
tional Guard. CALL SFC 
Barlow 208-734-9171. 


Paint chip repair porson 
needed. Excellent hoars, 
woges & benefits. .Auto- 
motive painting oxporl- 


Avo.S.Twtn'Falls.lD 


OUTESUPERV1- 
SOH/QUARD FT/PT, with 
service compony, good 
driving roeord & work 
history. Background 
chock. Call Kirk at 
206-241-2727 


ISHOP MECHANIC, Elko. 
NV, skilled, must have ox- 
porlonee with brakes, 
shocks, suspensions, etc, 
Compulorized alignment 
training a plus. Salary & 
benefit pamgo Including 
health Insurance, paid va- 
cation, evor-llmo. Hours 
aro Men-Frt 8-5. 8ot&-12. 
Wo need to add another 
meehanlc to our crow. 
Contact Cliff Brown at 
Ago Tiro,’ 147 Commer- 
cial Street. Elko. NV 
89801'. Vf (702)738-4055 


Isalvago creyr wanted to 
demolish largo room on 
existing house for matori- 
ols. Coll Pat or.Poity ot 
(208)622-4293 


TEMP-TO-HIRE 
“Faefory. 

~ Quality Control 
•Factory Janitorial _[ 

••ProdueUbn'Constnjaldri' 
••Production 
'MUI op/Yr-round 
••Car detail 
Good opportunities for FT 
employment w/TF or 
North side businesses. 
NEVER A FEE! Call today. 
734-6452 1-800-721-WORK 
AMERICAN STAFFING, 
INC. 

Senring ths Entire Magic 
Valley Since 19861 


TRADE - Automotive 
mechonic. Experienced, 
ombltJous. Busy shop. 
Must havo own tools. 
Call 733-2049 




'TRUCK DRIVERS 
Drivers not getting enough 
miles? Try us. 

Wo ore expanding with 
variety of MsHiont 
qualified driver. 

*11 Western * 48 States 
—Wo also offer late, model 
conventional, with com- 
petltivo pay & bonofll Coil 
Shoriel 1-800-523-3069.. 


TRUCK DRIVERS local 
hauls, CDL roquirod . 
324-4431 , eves 324-3760; 


TRUCK DRIVERS needed, 
long haul. Mlnirhum ago 
21. Health, vacation, cof- 
olorla.ptan, 401 K. Pay 
DOE. Late model, food 
grade tankers, US 8 
Canoda. 1-800-967-2911, 
Burloy. ID 


TRUCK DRIVERS, solo 
looms. CDL. hazmat. 
yr. oxpor., DOTquallfIca- 
tions, now equip, top wag- 
es for oxpor, vacation 6 
pmltt aharlng, 100 % com- 


Truck Drivers Wanted: 


pay scolo, homo Zk weok. 


new n quipmnnt. must 


road expoflonca, class A 
CDL roquirod. Plooso call 
1.800-777-7366. 


Truck Drivers noodod Im- 
mediately for houllni ' 
Must have dou 
endorsement. Contact 
JJjyd at 208-324.7023. 


Wonted: Experienced 
Short Haul Truck Drivers. 
Coll 324-7148. 


DRIVERS noodod for 65-96 
school year. Como join 
our transportation family 
and bo a professional 
school bus drivorl 
No oxporlonra nocossary 
Paid training “ 

Part time work-porfoci for 
extra Income. 

APPLY IN PERSON AT 
Western States Bus 
Service, Inc. 


Wnon you're looking lor bar- 
gains. Chock the garage 
sales advortlaad In dsssl- 
fied. Con 733-0931. 


ADVERTISING 
GRAPHIC DESIGN 
Tha Tfmes-Nawa has an 


vorllsing dopqrlmonti 
Strong eompulo^ design- 
and layout skills In a Ma 


environment a musl. 
Great opportunity. Plooso 
sond your rosumo to: 

The Timaa-Nawe, 
PO.Box 546, 

Twin Falls, ID 8330S 
Attn: PoiorYofk 


AMALGAMATED Sugar 
Co. Is now accepting op- 
plications for seasonal 


ply through' Job Sorvieo 
260 4th Avo N; Twin Foils 
’EOE" - 


I AVON wonts Individuals In- 
torostod In earning S6-S 
1S/hr.*Ne doprto door. i- 
800-876-0621 Ind. rep. 


BACK HOE OPERATOR 


Hiring For 

■kFaetory/Warahouaa 

•kPortdin 

*CDL Drtvera/Local 
iiQanaral Labor 

SNELLING 

PERSONNEL SERVICES 
1061 Blue Lakes Blvd N 
734-1000 NO FEE!! 


BURLEY RUPERT AREA: 
Hardware store has oporv 
Ing for full time warehouse 

a orson and sales clerk. 

lust bo poopio orloniod, 
heovy lifting ond forklift 
operation roquirod. Full 


health and life insurance 
and profit sharing. Send 
rosumo with aalar> — 
quiromonts to: Box 99 
c/o TImos New. PO Box 
548, Twin Falls, 10 83303 


COUNTER; WAREHOUSE 
& DEUVERY help nood- 
od. Coll 733-4849. 


Cassia County road sue 
visor position availablo, 
responsible for mainto- 
nonce of 1 7 mites ol 
paved road and 81 miles 
of gravel road In the Bba 
and Almo areas, must 
hove experience with, 
hoavy equipment includ- 
ing grader ond loader. 
CDL.Is roquirod. Applica- 
tions and Job dosempUen 
Is available at commls- 
sioner office, Court 
House. Burfoy. EOE 


Cook noodod: Port time. & 
relief posldon. lnstllution- 
qI background preferred. 


Dorothy, 
day through Friday, 9-12 
at Mountain View Caro 
Contor.~500 E.'Potk - 
Kimberly 


Cookie Basket Is looking 
for a morning route por- 
s on, Ko urs 8-1 1 :d0 . 4 
■snyffTrwookTTnoBnnott- 
voted and like people. 
55.00 -fcommisslon. must 
hove o car. Plooso furnish 


tally disabled individuals 
In their homo or In the 
community, must have 
transportation. 637-4690. 


FUEL ATTENDANT with 
Janitorial rosponsIbllltJos. 
Apply In porson Travel- 
er's Oasis north of tho 
Hanson Bridge. 


JUSTOOm 
ton 1 dobate about It •Just 
do It. Come to our otlica, 
till out an ap^lcatlon 
and go to worki 
NO I^i734-f000 
or coma to 

1061 Blue LakeaBlvdN. 

SNELUNG 

PERSONNEL SERVICES 


fT 213 
|llMSC.0PP0FmfWTiE8 


PERSON needed to make 
dollvorios.Iri tho ag/chqm 
buolnoss. Coll " 


Service stotion attendant 
. Musi have oxporlonce. 
‘ Tiros, tuttories, mochanic 
work ■& invonlory control. 
Sond rosumo to Silver 
Crook Supply 
PO Box 718 

Plcabo. Id 83348 


Swim Instructors noodod: 


avollablo. Experience 


TIMES-NEWS 
CUSTOMER SERVICE 
Is looking for tho right per- 
son to Join our toam. tho 
Individual must bo able to 
typo 50 wpm, hove good 
phono skills, bo able to 
work well under pressure, 
and havo flexible hours. 
Computer knowledge a 
plus. 

This position Is 20 hours 
per week. Salary com-, 
monsuroto with exporlon- I 
CO. If interested sond'j 
resume: 

Kim Patterson, 
| f!imtnfTwir Mnnnp nf 

%77i* T!mea44ewe, 

PO Box 548, Twin Falls, 
Idaho. 83303-0548 
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BUSINESS 

OPPORTUNmES 


THE TIMES-NEWS^ 
CURRENTLYHAS • 
THE FOLLOWING . 
INDEPENDENT 
^CARRIER MUTES— 
AVAILABLE 

•HANSEN/KIUBERLY. 
Indopondont Junior 
Carrier Routes Available. 


ROUTE S73 
Maple E 


ElmE 
Walnut E 
Poplar E 
OvortondE 
Railroad Avo. E - 
1st. 2nd. & 3rd SlE 
Adeline Avo. 




Volley ball offidaJs noodod. 
Monday, Wodnosday, & 
Friday nights avalloblo, 
6:30-10:30pm. Experi- 
ence nocossary. cortlfica- , 
llon-a-plus.-Call-¥TF.C>A.- 
733-4384. ' 


Experienced housekeeper 
needed pari tima Cloon 
vacant apartments. 
733-0740. 


RING dependable 
housekeepers. Approx. 
25 hrs. Apply to Loretta 
at tho Weston Plaza, 1 350 
Bluo Lakes Blvd. N. 


OvortondW 
Railroad W ‘ 

WolnutW 
Rock Creek Rd 
1st. 2nd,&3rdStW 
Please Call -<23-4920 Rose 
Kerr or The 'nmesrNews 

try 


of the above numbara 


CtoMlllod . . ..8i* selullon tc 
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MONEY TO LOAN 


Wo buy notes & real eststo' 
contracts. Creative 
Rnanc*. 1-800-0B»4800 


HOMEOWNERS 
Got out of debt, own a 
groat life insurance policy 
and fund a retirement ac- 
count with no added ox- 


Hiring houaokeopor at Mo- 
lol 3. Plooso opply In poh 
son 248 2nd Avo. W„ TF 


LANDSCAPE WORKERS 
Wood. Rlvar..VaIlay.aroo.. 
Call 786-2676 


LOCAL TnUCK DRIVERS, 
noodod for loeal Qroon 
Giant corn harvest. CDL 
required. Call S43-8600. 


MECHANIC Need experi- 
ence with electric moiers, 
belts, .hydraulic pumps. 
Must have own tools. 


Housekeeper wanted to 
work Sat. & Sun, 6am- 
2pm. Institutional back- 
ground holpful. Contact 
Gloria Tuee Ihru-Sal 
mornings. 423-5561 


MISC - Journeyman Brick 
layoranoodod.' S21'per' 
hour. Coll Thane Som- 
mer Uaaonry Company , ' 
208-745-8232 oftor 8pm- 


MISC. Circle A Construc- 
tion Is taking opplicotlons 
forTF & Paul locations for 
truck drivers, loader oper- 
ators, dispatchers, & me- 
chanics (or tho '95-’96 


BOISE CASCADE 

Container -Burley 


I CunentJy taklns resumes for: Maintenance Journeyman. 
Must have >S years experience In malntciuna 
Electronic & electrical troubleshooting a must. 


FuU-tlme position, vacation & Holiday paid 
Retirement k full benefits, rotating shifts. 

Send resume to: Bobc Cascade 
• 1544 West 27th Street. . 

Burley, Idaho 83318 ’ ' 

Attn: Bert j 

Nophone calls or walkJmpkau . 

Axi'EqMttiOpyorrtiTittyOnisloyor 



areers 


utures 


In The Hospitality Industiy 

Check into the exdting and rewarding career oppoitunltie. 
now svallable al the only Four Olamond property.ln 
Northeast Nevada: Cactus Resort Casino. Competitive 
wages, excellent working conditions, flexible schedules, 
adnneement opportuniw, health insurance and profit sharing 
assure ybur portion at Cactus Petes b more than a Job, 1ft a 
career. We nave kivncdiate openings available. 


•Special Promotions 
•Food Servers 
•Busser 
•Cook 
•Pantiy 

•WarofobeAtte ndant 

•Hafi^^nl ^ 

•PBX Sv^tchboard 
Operator/ Reservations 
'A^t 

'position includes Incentive bonus 


•Cage Cashier - 
•A/POerk - 

’•-•Room Attendant 
•Host/Cashier 
•Barback •' 

■•Bellman' ■'.. 

n’rewnlaL've'MainleHah 
•Meat Cutter ; < 
•Observer 

..•KenoWriler/Runner* 


MISC. OPPORTUNITIES 
South Contral Community 
Action Agency Is Booking 
lowing for the Com-. 
j Food ond Nutrition • 
grant Inlthe Twin Falls 
offlco. Project Coordina- 
tor, 40 hr/wk, S8.04, entry 
lovol DOE. Project Assis- 
tant. 20'hr/wk, $6.26 oritiy 
JoyoI-OpE. Appllcatlqn.l 
~ ondlbb descriptions orb 
ovaSoblo ot Southcentral 
Community Action Agon- 
cy, '726 Shoshono Street' 
West, Twin Falls, Idaho; 

In ths Burioy CAA office, 
-1038 Overland, Burley, 
ond the' Jerome CAA of- 
fice, Couithouee base- 
ment, Jerome. Agoncy 
' empioyeee have first' 
preference. Equal Oppor- 
tunity Employer. Closing 
dale: 4:00pm September 
19.1995. 



.'301 

BUSINESS • 
OPPORTUNmES 


SfPAYPHONE FIOUTESS 
. Local sites for sale 
$2000 weok potential. - 
Call 800-206-5300, 24 hrs. 


THE TJMESrNEWS 
CURRENTLYHAS 
THE FOLLOWING 
INDEPENDENT 
JUNIOR ROUTES 
- AVAILABLE 

-TWINFALL^ - 


of Blue Lakes 

1100-1400 BIk SUiAvoE 
1100-1400 BIk ethAvoE 
Ash Si 

Route 717 . 

7th Ave E . 
BlzobethBlvd 
600 BIk ot Blue Lakes 
600-700 BIk of Locust 


MONEY EXPRESS 
FINANCIAL SERVICES 
Your local Real estate loan: 
specialists 

♦Quick loon approvals 
♦Credit problems, OK 
♦ CorbpoUUve Ratos 
♦1st & 2nd's up to 100% 

♦Mobllo homo loons 
♦Debt Consolidations & 
persoriol loons 

(208)730-0033 • 


[ 
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CONTRACTS A 
MORTGAGES 


$8 TOP DOLLAR $$ 
For contracts, mortgagos.’ 
208-7^-8727 




Hauled, by Crddltors? 

Facing Bankruptcy? 

Getlnlomiedl 
1-900-6S9-M0NEY(6663) 
exL 67. $1 .69/mln. max 
cost $l9.90.'rTPreq/l8+ 
Tolosorvico USA, Hagers- ■ 
town, MD. (301)797-2323 



< A01 

"SCHOOLS/ 

INSTRUCTION 




402 

MUSIC LESSONS 


idisoh Ave 
EOOShoiroAvo 
1 00-400 Tyiei^ St 


NEEDED immodlQtoly, 
continental breakfast 
urver and houMkoeper. 
--vQoodhoure/llvIng-quBr-- 
-HeraavallablOrTtyroiean- 
Lbdge In Kelchum. 726- 
6338, contact ’JIrri or 
Betty. Must spoedr English. 


400/ 

600 Jackson St 
'-300-400 Meadows Lano.~ 
700 Newport St 


100-300 CrosMew Or 

900 Sparks St 

600 Washington ST N . 


Cour^ord, CoverodD^. 

Qulot'CUl^d-sac 

1641 Spring Lane 
$114,900 ’ 

734-8000 4204848 or 
4208943 


1700Al^mdo St 
100-200 Avonida Del RIO' 
1700-1800 Btake St N 
100-200 Camarillo Way 
100-200 Los Legos 
l700ManzanltaSt 
1800 Washington St N 
//you Itve In these ereaa 
' A ere lirtereatad In be- 
ing a Independent Jun- 
ior route earrler.^leaae 
Call T33-C931 ext SOS 


Unsttsndedrlaundrymalr-2- 
yrs old, new equip, good 
cash rflow; owner moving. 
Gooding 634-5785 ■ 


)l (ntlllrt mlnttii.ilinn .iticnil npiTiiiup, 

t)l.-,iv (.ill I l(. lr..’r, nr KOI) -I-l.’ !.S < 5, 

Ik Iwci'M Itic- IiDiiu ot irti ,incl i |iin 
M(im(I.i\ llmi I ml, IV 


rimpioyetltontponation Available from TJrin Falls area 




It Diwnonil AiMmI 


jackpot, Nevada 


MAgA2IHE:H0P|C5,,WAffTEP 

All sta - ages. Men, women and Children to mpear In 
national magazines. Oiir cliena- include: Fetsonal 
Fimeas, Teen, Model Look, Seventeen,' Front-Page 
Detective, Be HeaUhy,'Bbdc Beauw, Cosfnopotion&. 
' ore. hrC'Cime$85/hour if hired. Apply ac. .' 

Am^td Twin Inn • Taiin • ‘ 

.'1377N.BIucLake« 

' S«tirdi»6Scpt.16th "QCAUs. 

. Nooo| 3tODpint6iOOpin 
'Und^ 18 wim patent. Not a ichoot or agency. - •-■ 
Dtcat for test ihooL^ evaluation. ' 


d(wm more, hrc-cime 

ltdTw_ - _ 

1377 N. Blue Lakes 


Enroll your child now. We 
have o comprehensive 
music program for chil- 
dren 4 to 6yoa/s. Includes 
singing, keyboard play- 
ing, rhythm. movement, 
note & reading concepts 
& creative octlvltlos. Coll 
734-9010 or 543-9239. 



EQUAL HOUSING^ 
OPPORTUNmr 

Ai red estile sdrtrf dn g h mb 
new zpsp er Is suUed la Cw Fdr 
Haiaktf Ad ^ritmmtesJ kgd 
ie^s<Nwliy-*ewy-pwl«r*fw» 


iprsimnca,. iinuiauon ori 
' dberirnkuitua' Fstrdlal statu* I 
bdudos ttAkwr udr ts » d I 
18 living with parsnts or Isgal I 
otttodan: pre^unl Momqn^ ' 
peogesaaiing GudsdyjrdSdn 


law. Our readers sr* hsr^ 
.Inlormed that aD dwoOngt 
I adwfaad In nbrnempopor am 


9777. The TeO-lras lelephono , 
nzitttlaf.tM.tMrtgktpali8dls 
i-epQgg-azTa. ^ ' 
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TWIN FALLS HOMES 


1105,000. Exe«ll«nt Buy 
on this 5 bodroom 3 both- 
homo dosignod for fo/nil 
iMng. Contra! air condlL 
oning. Ooublo car gorago 

^ wtttroponorrAuto flprln" 

klorsyalom. Foncod 
backyard with dock and 
hot tub. CALL DOROTHY. 
#95-20a. 

- 170,900. Prieo Roducod 
on this boautifully main- 
talnod 3 bodroom; brick 
homo In groat Northeast 
location. FIroploco bO' 
twoon living and fdmll> 
room. Qas noal. Nowor 
roof. Prtvato foncod back- 
yard with moluro land- 


GEM 


175,500. Two Homos for 
tho Prteo of Ono. Nicely 
malnialnod 4 bodroom 
homo vrilh gas hoaL Auto 
sprfnklorisystom. Garago 
with oodnor. Spacious | 
— foncod Hneky ord. Smnll 
rental homo at back of 
property rents for $250 
per month. Coll Dorothy. 
#95^1. 

GEM 

STATE REALTY, INC. 


BESTBUYon 
NEW CONSTBUenONU 
Ready for Immodlato pos> 
session, 3 bodroom, 2 
bath homo with approx. 
2.000 sq.ft, on 1 level. 
Gas fireplace, lawn.'sprin- 
klor & fonco already done. 
NOW $130,000. QH- 

HALLOWS 

REALTY 
734=^334 


room 2!k bath homo II 
immacuvsto. Almost 2100 
sq.ft, flnlshod with a total 


of 2200 sq.ft, gives you 
plenty of room. CALL 
RON FREEMAN at 734* 


1395,000. Located on the 
Snoko River on Qrldloy 
Island. Immadulaio heme 
with 3 bdrm, each with pri* 
vote bath and walk-ln 
dosaL Over 2100 sq.fl. all 
on one level.' Large lot 
with beautiful landeeaplng, 
— tnciudee security eystem, 


GEM 


FAX 

,.yquR 

AD 

TIMES CLASSIFIED 
DEPARTMENT 
208-734-5538 


r 


HOT,NEW USTINQ 
Just ono block to Morning- 
side, this 3 bodroom 2 
both single level Rambler 
Is not only CHARMING, 
' It's boaullfuliy'c'ardd for 
' ~ d an easy walk to 


CB 

Coldwell 

Banker 

Western Reajty 

733-2355 

Independently owned & 
operated. 
1-800-733-5927 


UuMl §** fg aoo nciBitllt 
'jugor Inside than It looks. 
5 bdrm. 3 full baths, 2 cor 
garogo, gas hoai, AC. hot 
tub, storage * much 
mone. By owner 735^002. 


NEW4PLEXS 
Being bpilt In tho 2100 BIk 
on Elizabeth. Very nice, 2 
, Bodroom, 2 Both, W/D 
I “ffS^IKOps. Shared com- 
mon park area, walking 


for S525/oach. Coll Ray^ 
CLASSIC 

Woll constructod 4,656 
sq.ft, homo, 4 bdrm, 3 
-bath dbt,-garagor18^x-40- 
In-groundswlmmlng pool, 
asphalt drive, sprinklers, 
fenced. 2 fireplaces, spo, 
central vac. Intercom, 
guest area. Low 160's. 
Coll Ray. 


SABALA 

REALTY 

733-4321 


OWNER TRANSFERRED! 

Make offorl Woll main- 
tained 6 bedroom.' 2 bath 
brick homo with tile roof. 
Located close to swim- 
ming pool & featuring lots 
of upgrades. A honey of a 
homo REDUCED M.OOO 
192,500. OH/AB 166. 

HALLOWS 

REALTY 

734-4334 


REDUCED TO 159,000. 
Need room to breathe? 
This 11+ acres evorloeks 
tho beautiful Snake RIvor 
and Is secluded and just 
what you aro looking forf 
North on Clear Lakes 
from 8uhl. turn left on RIv- 
' Read, go 1V4 mllos to 


.step 8lon_turn.rlghL go 
approx 1W mllos. CALL 
DEANNA for Info on goo- 


BUH^LER 

HOMES 


BUHL - 3 bdrm, 2 bath, cor- 
ner lot, near schoolo, ma- 
turo landscoping, coved 
. ceilings, garogo/carporl, 
oak floors & guosthouse. 
By ownor, $80,000 
543-4238 


NEW CONSTRUCTION 
storting at S95.000.fpr a 
1 ,500 sq.ft,, 3 bodroom, S' 
bath homo. Air condKIonf. 
Irtg, vaulted collings, open 
floor plan, convonlont to 
cliy parks and schools. 
Other floor plans with 
1,662 sq.ft, and 1,706. 
sq.ft, aro also available. 
CALL RON FREEMAN 
for details 734-4208. 
1195-231/324/325/074. 


GEM 


Homo for sale. 4 bdrm. 3 
bath, living, family, dining 
& game room, flreploce, 
moturo landscablng, 
sprinkler system. AC/now 


I BUY HOUSES. $30-eOK 
range. Fixers ok. Savo 
Broker foes. 734-978F 


GUARANTEED 

ADS 

The Times Nows, 
guarantees to sell 
merchandise, 
— automotive -jn-?- 
days and real 
estate in IS days 
or rerun the ad an 
additional 7 days 
.at no additional 
charge to the 
customer. Ads 
may be cancelled 
early for customer 
convenience but | 
the charge wili I 
remain the same. I 


TF- BY OWNER 
CSlay & private, foncod 
backyard w/irg trees sur- 
rounding. for.privacy en- 
hances this attractive re- 
modeled 4 bdrm homo. 
Groat location. Call Bob 
or Peggy for appt. 733- 
0836. $90,000 


TOWNHOUSE 

* 3 bdrma, 2 baths, bay win- 
dow, vaulted ceilings, nice 
oroo. $89,000. 

SUPER LOCATION 

* 3 bdrms 2'A baths, -full 
basement, storage ga- 
lore. deck, nice backyard, 
NE area. $11 0,000. 

ROBERT JONES 

REALTY _ 

733-0404 


603 

BUHL/FILER 

HOMES 


$ 23,90011 . 

Cozy homo on doublo lot 
with loads of outbuildings. 
Coll Tracy 543-5466. 
BARKER 
Call 543-4371 


1 BURL^^UPERT 
1 KOPIES 

By owner, affordable, like 
now, 2 bdrm, with 'A bsmt 
& garage. Coll 678-1394. 

1 505 

■ GOOOINQAIVENDELJ. 

■ HOMES 

GOODING • 1 acre, 4 
bdrms. 2 bath, $85,500. 
934-4465 after 6pm 

GOODING, For sale by 
ownor, 4 bdrm., 1 1/2 
both, log homo on 6 1/2 
ocros w/full basomont and 
dock. $137.500. 934-5561 

GOODING. 3 bedroom. 1 Vii 
both, 1500 square foot. 
Ownor will carry. Call 
536-6568. 

/Seeding; 4.bdrmr-1-3/4- 
bath, basement, garage, 
patio, pellet stovo, 5 lota, 
$97,000, Call 934-5765 

1 506 

■ JEROME/ 

1 HAGERMAN/HOMES 

jkCoRipletslyJtecnodsled*. 
2 bdrm 1 bath w/bsmnt, 
ALLCUSTOMHOME,on 
ovorslzod mature lot. 
$57,SOO.^Catl 829-5224. - 

JEROME: $39,0001 1 1/4 
acre, dean mobile, ^ow, 
by dwnor 324-8956. 

Roducod $20,000. Nice 4 
bdrm. homo on 4-*' acroa, 
w/wator, shop & corrals. 
Call 324-2671 after 5:00. 

SPACIOUS corner Lot. 
3bdrm, 2 bath, air, gas 
hoot, woodstovo & largo 
pantry. Hot tub on cov- 
ered batlo.sprinklor sys- 
tom, hV pod, garden, fruit 
trees In foncod back yard. 
Close to schools & ^op- 
bing. Immaculate. 
$79,900 by ownor. Shown 
byoppt 324-4419. 

UNDER CONSTRUCTION.- 
IN HAQERMAN 
Now homo on quiet street 
1560 sq, ft+ full basement 
Pick your carpets & colors. 
$128,900 

THOMPSON & NELSON 
BUILDERS 
837-6313 or 637-6284 
Collulor 420-3943 

1 508 

■ KIMBERLY/HANSEN 
1 HOMES 

3 Homos w/ posture. 20 ml. 
S. el TF, 432-6634 

m 513 

■acreages & LOTS 

35 acres, prime building lo- 
. cotlon. So. of TF. Owner 
will carry popors. Call 
423-5926 after 5:00 p.m. 

HAGERMAN. Maln.stroot 
lots for solo. 637-6234. 

IDAHO LAND 
BARGAIN" 
SALMON & SNAKE 
RIVERS 

45 ACRES - $29,900 

Spectacular Idaho proporN 
with Improved drivoway & 
homoshe neorby millions 
of acres ot Not’l Forest 
Tons of wildlife, oxcol fish- 
Ing.'walk to beaches & 
boat romp. Recent survey, 
groat access, financing 
available. Call owner 
today. 208-639-2501. 


JUST USTEO at $105,000. 
5 acres with 4 bodroom 
homo, 30 X 50 shop. 3 
fenced pastures. Approx 
2000 sq.ft, on tho main 
'floor. Soasoriar water' 
flows through the proport- 
. ■ " ■ : fo 

RON')?flEEMAN734. 


try living • this Is HI CAU 


4208. «95-30e. 


GEM 




GOOOINOrSS yrs.-estob- 
llshod business, a Good- 
ing auto body end paint 
shop. Includes tools of 
tho trade and 4 foncod 
lots. Coll 934-4788 Or 
934-4563 eves. 


515 

COMMERCIAL 

J»ROPERTY 


INVESTORS. This parcel 
has It alll Approx 2'A 
acres, zoned commordal 
_.wtih tho remaining op. 

3V5 acres zoned F 
Commercial prop< 
fronts Washington Si 
ond Is bordered by i . 
attroctivo fast growing 
subdivision. For more Info 
CALL VIRGINIA’EL~ 
DREDGE Bt 733-1735 or 
KATHY PARTRIDGE at 
),ff95-017. 


GEM 


r 


#81 a 28'x70‘ Morlotto In 
LaxyJ, fuff dock, rose gar- 
den, newly pointed, stor- 
age shod, carport, cathe- 
dral ceilings, all oak. Will 
also consider trade for 
nice homo, $89,500. Colt 
733-3812 or 734-6062. 


3 Champion Pork Rldgo, 


sot up 
totes or move, $18,000. 
825-5520 or 543-8342. 


mobllo 
homo, 14X64, 2 bdrm. 1 
bath, WO, control air. Coll 
733-9263 oftor 5:00 p.t 


1972 T AMARAC K. _1 2x60. Or so il. GOODING 3 

$6000 cash, fully (urn., ‘ 

Comoo Mobllo Estates, 

261 Caswoll W., Spaco 
B2, 734-3083 after 5pm 
weekdays, oil wookond. 


bdrm. 2 both, worth 
S12.S00 tbmd. You fix It 
for $7600 cosh. 934-5456. 


14X70, 2 bedroom, 2 
baths, w/wood stovo, 
good cond. $13,000 or 
best offer. Must movoT 
Call after 6 p.m. 438-8144 


porchoa & carport, 
ago shod. 

Nice yard. A-1 cond. 
Call 733-0696 


$27,900. 1981 Liberty 
Poorfoss Mobllo Homo In 
RIor. 3 bedroom, 2 both, 
open fleer plan wllh large 
rooms. All now vinyl dou- 
ble pone windows, deck, 
oversized eemor let In MH 
park. space rent Is 
$13^.00 p er m enih. hi. 
very gobcl oori'dltren. 

LEM 423-6986 ‘ 
mere details. #95-166. 


GEM 


steps. \ 
lOO/Offor 


plots, 2 vaults, 1 lorgo 


everywhere! 733-0931. 


521 

MANUFACTURED 

HOMES 


1 2 bath, nice homo, 


WILDWOOD log homos, 
custom cut or kit, flnonc- 
avallablo. For Info., 
733-8497 



601 

FURNISHED 

HOUSES 


TF. 2 bdrm. w/famlfy room 
& Qffioo, fully furn., 
$650/mo.. 738-4819 


TF. Sinoll 1 bdrm. avail. 9- 
16-95. $300 month 1 year 
loose ^security dep, Coll 
734^721 6 message. 




602 

UNFURNISHED 

HOUSES 


602 

UNFURNISHED 

HOUSES 


Excopllonal family homo 
over 3,000 sq ft. 6 bdrm, 
2V« bath, stove, no,rofrir 
. doublo garogo, Irgo yard, 
outside pot ok. Roducod 
to $650 w/12 mo lease, 
THE MANAGEMENT CO 
733-0739 


RLER Cute 1 bdrm. Now 
-paint 6 carpet; No pets. 
$285/mo + dep. 73643937 


FILER. 3 bdrm. 2 both on 
acres. Horse corals 
pasture. $600 per month 
+ deposit. Call 686-7008 


For loose. 4 bdrm, 2 bath, 
' family room. Prime Hill' 
crest area. $896/mo 
$8gS/dop. 734-2028 


JEROME. Now homo on 
Joromo Golf course. 

3 bdrm. $900/mo. 

Call 324-8721. 


JEROME.2 bodroom house 
$485 per month plui 
doposH. Call 324-6411. 

JONES WE HAUL 
Usually can move you 
AN^HERE 

for loss than renting a truck. 
Need loads to Csllf & Arfz. 
FREE ESTIMATES 
CALL 324-3490 


SHOSHONE 2 bdrm. ap- 

pla, basement & go 

$335/mo. EIwo 
Evans 734-1401 or 686- 
7151 oftor 6pm, 


TF 1 bdrm. 1 bath. Stovo. 
rofri. & fire place. Now 
carpet, now point. Big 
yard. Storage shod 
S490/mo. 734-8570 


TF 3 bdrm. 2 boih condo 
for lesse. 1 car garago, 
No smokers, no pots. 
S67S/mo + $875 dep. 

2 bdrm town house. 269 
Pheasant Rd. W. #79 
No smoking. No Pols. 
$43S/mo + $350 dop. 


TP S.bdrms, 1 bath. 
Foncod backyard, isr* 
Skylono Dr. S650/mo 
$500/dop. 734-2632 


.TR,..2.^bdrm..hou8ea., 
$476 & $400. 733-4321 
or 733-6678 . 


Wondotl, 2 bdrm apt. 
Hagormon. l bdrm house 
536-2488 eves & weekends 


JEROME: 2 bdrm. 2 bath, 
mobllo home In Village 
WosL- S450/mo. No pots. 
324-8903 or 786-4%5. 


1 & 2 bdrm apts, 

$335 & up 

Quiot IMng, cloan complex, 
refurbished, dishwasher, 

' sundry facilities, no pots 
684 Quincy 734-6600 


1 &2bdrmepU. 
Laurel Park Apartments. 
176 Maurice Si. N..TF 
734-4195 


bdrm, stovo, rofrig. Utili- 
ties fum. $375/mo, first, 
last & $200/dop. 453 eth 
AVO.E NoPols.733-6410 


2&3 BEDROOM 
TOWNHOUSES 
from $440. 

Washer & Dryer hookup 
Small yard & storage ' 
No potst 734-6600 


bdrm. 1 both, very dean, 
0X0. neighborhood, no 
pots, no smoking, $425. 
C^ l 733-2323 


BRAND NEW. SPACIOUS 
2bdmSbath. allappls-. 
Indtvkiual laundry mom. 
oxcol. tocflfton. next to 
Perrtno School, SS2S. + 


734-S«74or7S4M121 


HAZELTON - 1 bdrm opts 
. n beautiful, well - 
malnialnod. quiet Syringa 
Estates In Hozolton. Low 
Income elderly, handi- 
capped or disabled. Coll 
629-4206 TOO 1-800- 
377-3529 EHO 
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UNFURNISHED 

APTS/DUPLEXES 


AVAILABLE SOON 
Clean, quiet secure. 1 & 2 
bdrm opts, coble Indudod. 
$345-$46S. 

1322Wo8hlngtonSl. N. 
TF. 733 0740. 


JEROME newer 2 bdrm. 
townhouso, WO hook- 
ups, no smoking, no pots, 
$500/mo. 324-3213 .8-5 


.frig, utils, hoot, eloct 
fUm. no smoking or pots. 
$330 +dop. 734-5854 


Lovely 3 bdrm In nice area. 
$600 + deposit roforenc- 
08 ro<^ No smoking/pots. 
2639 Eastgalo. Showing 
Frjday9-15-95 1:30p.m.- 
3:00 p-m. Coll 733-6756- 
AskforRotho. 


Now 2 bdrm. covered park- 
ing. oil oppis. including 
W/O, water, sonltallon, 
lown care paid. $450 -i 
$300 deposit. Call 734 
6874 or 734-4121. 


70 hookup, pots ok 
I— w/addittenaldcrp03lt'9475' 
' The MANAGEMENT CO 
733-0739 


Studio apt. for ono. No 
smoking, no pels. $250/- 
mo + dop. 328-3162 


TF Studios & 1 bdrms. 
$290 -$300/mo + dop. 
Utilities Inc. Laundry room 
available. No pots. 

Call 733-3824 


|TF • 428 3rd Avo. N. Small 
2 + bdrm, no smoking, 
$450 + deposit. Open 
House Sunday, 12-5. Coll 
788-0019 


TF 1 bdrm apt for rent wa- 
ter & sanitation furnished. 
$275 -» Dop. 536-6016. 


Itf 2 bdrm, 1 bath duplex, 
appis, wotor paid, no pots. 
$3S0/mo -fdop. 734-7191 


|TF Available Oct t-3 bdrm, 
1 bath, brick duplex, full 
unfinished bosomoni, 
QFA heat, cor port, nice 
area of Twin Falla. $525 
me-1 Bt & last, + $4S0 dop. 
Call 733-3667 or 734-8774 


iTF B3 $426, 2 bdrm. 1 
balh, oppis. gorago, Coll 
Ehvood&Evons 734-1401 


Itf Duplex. 643-6600 


TF. Clun, 1 bdmi. partial 
"util. lnci;$27S. 734-5483.~ 


iTF. Cleon, aulot, 1 bed- 
room apt No smoking, 
no pots, $375 per monm 
deposit. Coll n4-2822. 


TF. Clean, qulol,' studio. 
Now paint & carpet. No 
smoking. No pots. $300 
per mo. + dop, 734-2822. 


faking applications for 2 
' bdrm. 1 bath Dpt7garogo. 
AC. $450 per monlh.+ . 
$260 deposit. No pots & 
no smoking. Realtor 
owned. Call 733-6562. 


|tF A-115, $525. 2 bdrm. 1 
bath, fenced back yard, 
gorogo, oppliancos. El- 
wood & Evans 734-1401. 


Itf. Clean, carpeted. Siu- 
' die. all utils, pd. $225 per 
mo. Call 324-3317. 


TF. 2 bdrm In deluxe 1 yr 
old 4-plox. Open floor 
ilan w/kitchon bar, 2 Ig 
laths. mastor bdrm 
w/walk-ln closol, privoto 
bath, w/outsido patio. 
Storage rm, AC. rofrig. 


utilities Iricludod. $595 mo 
+ dop. Near CSI. No pots. 
Wills Inc,- 734-4411. 


1979 Sahora 24x48. 
bdrm. 2 both. Nice hoi 
$25,000. 324-8834. 


sanitation furnlsno 
S425/mo. Nodou. 
366-2741,326-3659 


607 

OFFICE & 
RETAIL SPACE 


OFRCES $130 + r»-9022 


ron Avenue. 734-8523 


Need fall pasture fc 


to CSI. Non drinki 
$200/mo. Rot Roq. 
Coll 734-3551 


FARMER'S MARKET 


•OSTRICH* 
Chlcks-2 mos old 
$800 00, -you pick 
WInnomueco, Nv, 
(702) 623-6912 


$10 oa. Call 643-8977; 


calvos. Call 324-7360 


Angua X ' 886-7008 ' 


Holstein calves, 
woonod sioor calvos. 
Call 837-6212 ' 


OSTRICHES, bluo-nock 
yearling pairs, $3500/palr. 
537-6579 


PRODUCERS LIVESTOCK 

SPECIAL OPEN DAIRY 
HEIFER SALE 
Fri Soptobor 22. 10:00 am 
Open Consignment Solo 
Joromo. 208-324-4345 


Plodmontoso beef cattle 
for sale. Bulls, holtors & 
colvoy cows. Albion Vol- 
ley Piodmonloso, Albion, 
ID. Coll 673-5326. 


SIMMENTALS, yrllng bulls 
and heifers x-brod & pure- 
bred cows, low BW. ^mo 
of tho best. In tho volloy. 
423-5001 am/pm 734- 
3373 days. 


iir 

JO 544 articulating loodor 
$22,500. 1989 Mordand 
“ food truck. INT truck 
“1 complolo ration food 
truck. Call 538-2135. 

^ NICE Crossbred nolfor 
3' , calvos. all egos. 543-4880 

— i 703 

II- i CUSTOM 

Z. 1 FARM SERVICES 

JO 

ii| 1 ton stacking & hauling. 
326-4141. or 420-4142. 

^ All chopping, ihroshing. 
S, swath, balo, stack. 

H loader, trucks. 

Ratrdy Weaver. 543-6886. 

_ BEAN HARVESTING 

-1 Direct cut - Cuttor Row or 
Windrow - All Rotary 
machlnos. ^ywhoro in 
Magico Vallo^. 
w Leslie R. Jones, li^ 

O 733-8458 or 328-41^ 

Custom mechanical rock 
— pickor. Coll Wayne Bowor 
2 543^719 

Custom plowing w/2 plows, 
w/or without anhydrous. 
- 736-6075. or 420-8075 

rr Tnjcktng-DoorS*pDtnTo~ 
0 houllng. Call 733-0504. , 

= ■ 704 ' . 

■ farm MACHINERY 

1966 2 ton Intornatlonal 
truck with hoist 35 MF 3 

1 032 Now Holland hsrrow 
_ bod. Coll 837.-4465. 

750 MF combine. 372 Per- 
kins diosol, AC. PS. fiold 
J ready. Uko now tiros, 18' 
r label. 537-6831 

BACK HOE. 580 E COSO w/ 

“I bucket. Roady to go to ^ 
work. Placo your bid this 
J Saturday. 

^ AUCTION EXCHANGE F 
“ 324-1483 

Big Ox 7 shank rippor, call 
678-7987. 

Burley Troctor Sslvoge 
Combine & troctor pans 
POUl, ID 4438-5420 

For solo 1943 IHC Farmall 
M traclor w/mountod form 
bond loader. 436-6238. 

GRAIN DRYER. Mallows 
Continuous 320 E. used 
only oneol Orys 120 bush- 
els/hour. Was $10,000 
-now. Only S4S00 firm. . 
Coll734-7772or s 
1-800-386-3S99 

Heath 1082 boon wind- 
rewor, hydraulic drivo, like 
now. $975. Call 734-7791. - 

I486 IH troeteQD'40 bbof ’ 
litter leader, 21' MF disc. 
Call 733-0504. 

1456 IH tractor, runs bk, 
$5700. 324-4117 

JD 4S6d'mKvd tractor, 3 ro- - 
molos, 1,060 hrs., duols, P 
full sot to weights, ASS- 
ISO?. ovonlngs. 

JD 4966, clean, 18.4-42 - 
duals, MFWD. SS6000. F 
also 1994 5 bottom'Fsb- 
co plow Infurrow hyd. ro- 
sot. $125000. FInoncing 
OAC. Call eves, 678-0576 7 

JO 55 EB combino, good 
cond. Coll 324-2234. 

JD 7700 diosol combino. H 
18' hoodor, 9' Sund boon 
pick up. $6000. — 

Misc. equipment 734-1 100. 

Ulllston 6200 boon combino 
Coll 326-5866. 

NH 1033 Stack liner 2-3 T 
wide w/relrlovor, $3750 
543-6534 

Now 32 HP. 4 wd. utility 
farm tractors. PTC, 3 
point. $7,700. Call Ryan 
Rich at Randy Rich Equip 
436-5700 days or 436- 
0767 ovos. for demo. 


Harvester. $4500 
ID 4640.14.9X48 lire: 
8100 hrs. $19,500 


4]I48. Loedors, Implomont 
packages for wookond 
farmers & landscapors. 
Hobby Horse Ronch 
208-324-5858. 


Kohler gonorotof sot. 77 
omp, 30kw. USA made, 
parts available. Good. 
Cleon unit. UnusedT** 
$4950. Call 326-3373 or 
800-203-1445 


totlllors stoning ot $750. 
Hobby Horso Ranch 
324-5858. 
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HAY. GRAIN 
FEED 


• 150 tons 1st. 130 


0 gross, toslod. 764-2321 


jonilo, p 


.EQUINE.R.O.D.IATRIST_ 


ERIC WANMAN 
HORSESHOEING , 
643-9185 


Super 
la. cfalll 


For sale or trade: 4 nice 
tidings. Super 
ous sizes. Call 


2 years old. broke to 


Capri Motol, kllchonottos, 
$160... Wkly. rates sion- 
log ot $140. Call 733-6452. 
Flexlblo winlorratos! 
Some kllchonotios. 
Undor Now Ownership. 

Holiday Uotal 324-2361. 

Furnished room noor CSI, 
smoking, no drinking, 
util, In cl, $250. 733-6627 
MOTEL 3 

Rooms for rent: Low rates, 
Dally & weekly. Phonos. 

microwovo & rofrig. _ 
Convonlont downtown 
locotfon 733-5630. 



Wn tell far the 

I'M I )il)l I ION 

Parade of Homes 

III Hniuliti(l.lh}iin-f 

l'Rli:)AY, StI’T. 15 • 1-7 I’.M. 
SATUROAY, Sni’T. 16 • 1-7 I’.M. 
SUNDAY, SI'l’T. 17 • l-(i I’.M. 


Brand now 3 bdrm 2 both 
modular homes In Hans- 
en, Aprox 1100 sq ft, $676 


BUHL 3 bdrm, 1 bath, new 
kitchen, barn/shop, no 
psts/smoking. $550 +dop, 
refs. 543-6294 AM/evos. 

BUHL-2 bdrm, 1 bath homo 
for rent. $450/mo plus 
daposlt; References & 
own chock required. Call 
Barker Reaftors 543-4371 
ofeallJlmai643-S604. 

Charming, remodeled 4 
...iidtni-hbme. dbl.garaoo._ 
RV parking, fenced ym 




Space for rent Office • Retail 

•Great Location 
■ •Quality Space 
•Competitive Rates 
•Available Immediately 

Contact 
Laurie Shouse 
Property Manager 
1223 Lynwood Mall 
Twin FellSrIdetio 83301 
736-1857 


Order Now:^WIiile Supplies Last!" 


DELTA RIB 2'. 30 G.t . Whilf’ S Blown NOW PERttN.I 

PRO-PANEL II .1 :I0G.1 ZmC.Hilf NOW 
PROrPANEL II 3 . 30 G.i. Bt'rt. Diov.ii Go'yi,’ NOW 




• - J*- 








Farmer's Market-Miscellaneous 


THE ACES ON BRIDGE” 


“We may stop ourselves when go- 
ing up, never when coming 
dou>n.’’ 

—NdpolecmT' 


818 

MUSICAL nSTRUUEKTS 


^^5Sm^^5SS| 

uiSjmlSSSJ 
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TOOLS/MACHINEHY 


mirrored closet doors, 
S100/OQ. Small built In 
Oak entertainment center. 
$100. 438-5535 . 


' WEST EAST 

"WeYe huge favorites,” trum- a42 ♦JSTC 

peted South after he saw dummy. V 7 3 V 4 2 

And after some study he said, “I 49752 4Q83 

make our chances at close to 85 *J5432 *K10 97 

percent” SOUTH 

Smoke was seen coming out of 4 A K Q 

North's cars. It was ca^ to guess V A Q 10 8 5 

what he was thinking. "Why 4J104 

. doesn’t he try to make the slam 48 6 . 

instead of announcing the mom- .. 
ing line?” Vulnerable: Both 

South won dummy’s diamond Dealer South 
ace, drew trumps and cashed his 
three top spades. When the suit - The bidding: 
tailed lo split, Soutt lncd a club C- p,orth East 

nesse. East won his king, punched - ^ ^ 3 ^ Pg33 

South in spades and the slam now 3 ^ Po33 4 147 Pass 

rested with a winning diamond fi- 5 y Pass 5 nt Pass 

nesse. This lost also and South’s q 4 Pass 6 V . AU pass 

’ slam tumbled to one down. ,• 

North’s fears at trick one were Opening lead: Diamond deuce 
justified. Instead of calculating r 

— oddST-South.should-have-been -BID-Wmi-TIIEACES '-I 

concentrating on a belter way to o-h-b 

play the slam. South holds; 

To increase his chances to 100 . 4 J 9 7 6 

percent, South should win dum- V 4 2 

my’s diamond ace, draw trumps 4 Q 8 3 

and cash his three top spades as 4 K 10 9 7 

before. However, when spades do .. „ ... 

-not-breakrSouth should-reject— ^^55 — pm 

both finesses. Instead, he leads a 

trump to dummy to lead dummy’s n 

last spade, forcing East to cinch a * 

finesse for him. When East covers strength to bid two clubs in 


SOUTH 
4AKQ 
VA Q 10 8 5 
4J 10 4 
48 6 . 


West North East 
Pass 3 V Pass 

Pass 4 NT Pass 

Pass 5 NT Pass 

Pass 6 V . AU pas 


-BID-Wmi-TIIEACES iPl- 


08 por unit. $45 par unR. Ilobt antique finish, $500. 
Quoon size boa. good ' Call 543-5269 
cond.$120. 0011543-6123. kowoI baby grand pla^^ 
ESPRESSO mochlno like now, now $17,000-- 
■ w/cort & accoc. Qroat my price $6900. Call 
money makor. 733-1714 734-3861 

FAST SHADE, PRIVACY Lowroy LS organ. $900; 
Troogrowse-IOftyoaify. upright piano, $000. 
S4.9S-8.45 dellverod. Pot- 733-8885 


FAX 

YOUR 

AD 

TIMES CLjASSIFIED 
DEPARTMENT 
208-734-5538 

FREE PALLETS - 
Pick up at bock corner of 
building at TImos-Nows. 


Uaod Viola modlum slzo, 
Indudos COSO, $300. 
Call 734-6937. 
VINCENT-BACH trutnpoL 
Sllvor. Exc. cond. 

Buhl 543-9241 


POMERANIAN AKC 
. -pup84-maIo.$150_Uau 
malo $175. Call 438-8093. 

POODLES. AKC roglstorod 
puppies. Coll 543-4863. 

ROTTWEILER pups 8 
wks.l malo.l fofnoloAKC 
Call 438-9390 , 

SCOTTY pupplos, 9 wks.. 
first Shota, male 5200. 
AKC. 423-6118 


SIBERIAN HUSKY -RED 
Purobrod. Fomolo, lOmos 
$100. Coll 654-2720 
COCKATIELS $40 
Call 654-2720 
SPRINGER SPANIELS 
AKC Champlanehlp 
bloodlines. $160. 736- 
2415 eve 


Air-Compressor.2HR.- 
220V $125. Coll eves. 

734-4793 

CRAFTSMAN 10* Table 
Sew. 1 yr old. Slightly 
usod. Now price $450, 
now $300. Crallsman 
3hp comprossor w/200' 
h080,S125. 543-4126 


FRESH FALL RED 
• RASPBERRIES 
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VIDEO EQUIPMENT 


6‘ sotolllto dloh w/ Echo 
Star 510 Inaugurated re- 
ceiver, D-scrombler & 
dish poslllonor. $1500 or- 
bo rt offer. Call 733-6214. 

SATELLITE dish wAInldoft, 

4B00 receiver. $1000, 
734-7658 ovos^ 


Rough TorroJn forklin, greet 
lor construction. RS 
Trucking 430-5400 

823 

VARIETY FOODS 
& SERVICES 

YOU pIcMfimatSqs, coll 


black berries. Frozen 
.martano, boysonbeny. Lot 
of Grocofy outlet and 
K-Mort, 6:30-7:30 pm. 
Sat. Sept, 16. Coll 
' 543-4060 eves, for 
Information 


RasborrIoB for sole. You- 
pick or wo-pick, VoryBor- 
ry Forms. 4 1/4 mis. oast 
of K-mart on Addison 
Avo., TF. Coll 423-9071. 


Computers, prlnlors, 

. anything oloctronlc, NOT 
WORKING or WORKING 
733-6760 will pick up froe.- 
Nol to worry II you’ve n»vw 
plocod a doultlod nd. We 
wffl help you. CoP 733-0931. 


A J 9 7 6 
V4 2 
♦ Q 8 3 
AK 10 9 7 


For solo, nice storage YAMAHA alto saxophone. 


Hospital bod, extra long. Yamaha Trombone with 
Queen size bod. Antique caso, $200. 934-4381 


I King sizo bod. fi^o, $250. I 


strength to bid two clubs in < occossorlos. $220. Sony 
search of a spade GL CD pioyor, $75Audio/ 

vidoo processor, $140. 
• Coll 734-1 622 after 6 p.m. 


the spade. South discards a club search ofa spade CL 

and East is trapped. His best shot 

is to return a rUamond (West may _ 

have led from “something”), but s«n]brtdasqu<atiocsu>n>«Acca.r.o.tkama. 

when South holds both the jack 

and 10, East’s chances disapp^r. 


f 812 

HEATING & 
AlRCONDmONINGj 


Log Cebln pkg $10,945 
24'x32' with 8' porch root, 
7* Swedish cope, 'saddle 


...CIRCLE J2horso. $1500- Magic Chef rolfig. $250. ocacc - isen coplors starting at $295. 1 

/offer, 1 34 W. 500 Sovos. Whirlpool stove, $160. Pellet fireplace Insert year warranty ovollablo. 

I j I enrm o-iii-Anerr I machine, w/ warranty, ' Cnii73A.9saa 


, ‘7 Kolvinalor freezer, $250. 

Four horao/amoll stock Excol.cDnd.Coll 733-3816. 
trailer, bumpor hlUdi, now ■ ■■ 

axIoB. mats'.’Sterego WHIRLPOOL wosher/gas 
eemponmertt. VerygoM dkyer sot, groat eond., 
condr$2S00. 6S5-4316 $^etfof. 734-7988 
Miley Hors* Trailer, 2 Stoll Wanted dead or «//v». 

Tandem axle, now tiros. TVs, VCR's, & Appis. 
Ready to take hunting, TV Doctor -734HI166. 
$1250. Call 734-7889 


IWe'vo remodeled. Stove, 


3 winters. $800. 934-4397. 


BARTON'S 

JEWELRY AND 
DIAMONDS. 
CMtOnm* It eominglll 
Leyawtynowl 


' Ponosonlc ’portable stereo, ■ petS & SUPPLIES 
AM/FM. 1^0. $50. Call ■ rciaorourruico [ 

734-6542. 

AKC English Springer 
REMODELING: Wo have Spaniel, exe. bloedllnos, 
ml size doors (inside and ready to hunt, $250. 
' opt), closet door, windows 324*6506 


$150. Rofrig. $200. Both Wo make Fine S/r Awy ' tub, sink, cupboards, bev- AUSTRALIAN cattle dogs, 
work grooL Call 733-4035. Uewe/ryferallyouhunters.' eled ^0 mirror. Call blue a'nd red hoalors. 


FOR SALE: 2-40 Aero wa- Largo soleetlen of dried 
tor drive pivots w/goMinl- flowers. Call 734-1972 
zed pipe. 8 T-BIro Wheel 
Linos 2M-438-8194. - A ' 808 
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POULTRY & RABBITS | 

$$ OSTRICH $$ 

Visa & MO accepted. 
Cradle Acres Ostrich 
Form. 208-536-5460 

1995 Ostrich chicks. Mis- 
collonoous DoLobol milk- 
ing equipment Call eve- 
nings (503)473-2591. 


Your LynwoedJowoior 1 
~ Sinetisei 
646 Blue Lakes Bivd. N. 
Twin Falls 
733-9116 


■ COMMUNICATION 
DEVICES I 

QE RADIO Package. 
6VHF hand hold radios. 3 
VHF porta-base radios. 


All of MV. Tractor & loader, Tunturl exerelao bike, 
rototllling, mowing, blodo excel, cond. Ladles bike, 
work, corrugating, nogoars. Antique small II- 

326-4631. brary table. Antique 


V-Germon Shortholr pups. 
Avallablo9/19. S7Sea. 
Mom/Dad excel, huntora. 
543-6518 for more Info. 

BULLDOG puppy, fomolo. 


VHF porta-base radios. ROTOTIL^NO 

$500 takes oil. 637-6199 Largo or small gardons. 
.. lawns, lots, Free estlmat- 


Motorola MTX 8000, Trunk- 
od Portable Radio Sys- 
tom. 3 ooch Model! B3 & 
1 each. 87_wlih phone, 
MoxTrac Base, Antonno. 
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I EXERCISE EQUIPMENT I 


rookor. Make an offerl 
Best offer takes each. No 
Saturday calls please. 
Coll 734-6421. 


Brand now egg cartons for HOME gym. w^psiow vYurtltzor chord organ, 

»U..B...X..536.5750 | np«. 300 w... ?om 


Now selllr>g Emu breeder Indudod. $500,734-3645 734’.7386 , 

' pairs & chicks. .For pmW Need m spring tonic lor your ' ; — — - — 

&fun. Plrtol Crook Ranch household budget? Soli NORDIC Trock Pro WoiklU 


324-4083 evenings. 


troadmlll.now-computor a 

pulse monitor. $500 or ■MUaCALB^TRWrafl^ 
offer. 436-3695 after 6pm 3 piutei by Individual, 


FOR SALE: English Setter 
pupplos. Registorod AKC 
and FDS8. Sire Is a Field 
Champion and Moster 


Soloflex with log a butterfly " Hunter. Dam Is oxc, bird 

oxtonsions. like now. leas. Cell 326-5365, dog and easy to train. 

$700. 423-4639 Alto Sox, good condition, $300 (208) 624-7375 . 

TRE/kOMILL. Jane Fondo FREE 1 mamma cal 8 mo 

w/ cossotto player, digital 8302 evenings. shots. Two 8 

readout, non-motorlzdd, Beautiful console plono. weeks old kittens. 
$200/oRar. 734-0517 excellonl corxtlUon. Want 733-3984. 



board, mouao, window 

3.1 and more. $400. Coll iTroadmIll. programmablo 


8302 evenings. apnyotj, ahots. Two 8 

BoautIluI.eonsolo plono, kittons. 

excellonl corxtlUon. Want 

$1150. Call 678-7641. ppgg fomolo Fox Hound. 


C B01 

ANHQUES& 

COLLECTIBLES. 

old’orI^STruos 

WANTED 

Any slzo or condition. 
1-800-443-7740 


Technology oquipmont 
available. Call 536-5970 | 


810 

FIREWOOD 


CLASSIFIED CRAFTS 

A Feature of This Newspaper 


Pump organ rofinishod, FIREWOOD $1 10-split, 
over a hundred years old. $90-round. Coil 735-0809 
$700. Coll 9 34-4375, eves, or leave msg. ' 

Reproduction ontiquo wood FIrowoQd: Hard wood or 
cook stove, -noods rofinis- pine. 738-351 8 
hed. $300 or best offer. ' . 

Caff 423-4879 (message) A ^ 

Safe-Hall Marvin, early. BfURMTIIREACAR^^ . 

’ 1^'rin'no'^Ar 1 roll Armstrong first quality 

widexa 1^ _doop. A_p _ odarium, will sell for 



sa^^®7M 14M®“ «4 a yard, originally $37 

$39SQ/offer. 768-1438. a yard. Call 324-7003 

J 802 Moving Salell Decorator 

I APPLIANCES couchoa. dining, house 

full misc. 423-6130 

Cali 734-6787 condition. $225 for sot. 


■ mrarante^ to mn. Lady’s 4 fnattrw.-$10p. 

|ke^^giid.«TS. 

can 73 4-763? Of 543-8327 days. 

sond wood dlnnmg room - 
dSed^. The ootTls table w/6 chaiia. .extao^ 


CLASSIC WAGONS, ineepensive sod easy multi- 
purpose wB|ons. Function os kid's toy, work hone 
or unique plioter. This Classle wsfon esn be built 
with or wltbont side rsils. Complete plans loclnde 
msierlils list, 'detailed instrpcUons, #1802 $5,95 

SATISFACTION OR YOUR MONEY BACKI 
To order plsot or money order sad 

project number siiid name, with your name, addreu 
and zip code. Add $2.95 Cor cstalof (Includes $15 
In discount couponsi) In Okls. please odd ts^ 

-^—GLASSIFIBD-CRAErS 

83301 • 

P.O. BOX 1000. BDCBY. OK 74008 


BUSINESS & SERVICE 


\-Catt-733-O93 1-ext l for more informatlon or your service representative \ 
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OFFKE EOUPMENT 
&SUPPUES 

COLOR COPY MACHINE- 
• Canon CLC300, $8500. 
Also Merlin 206 phono 
system. $299. Walnut 
desk 68X38, $450. Rro- 
klng lateral 2 draw file. 


eled edge mirror. Call blue a'nd red healers. 
543-5269 for dotalis Male and female are 

— ■■ ..roglstorod. Malo is a nat* 


, ; Ryobi Radial arm & Ryobi ural Australian stumpy 
mitsr saws. Makita saws- ' tail Ready to go on Sept, 
oil. Excel cond, $400 for tg, $125.$150, 532-4^ 
- all/soflsoparelo. 423-6130 
1 ' — — AttantlonHuntarslI 

' Ski rock for compact $26, V4 Engllah Pointer, V4 Lob. 
423-4567 V'.Germon Bhonhoir pups. 


CHESAPEKE AKC rog 
. pupplos. $100. Paronts 
good humors. Call bftdr' 
6pm6SS-4141. 


LEIFESTE 

Siding soffits, gutters & 
shutters. Quality Alcoa 
products. 100 year 
guarantee. Will beat any 
price. Call 645-2643. 


ALL AMERICAN 
AuemoN CO. 

Buying & Smiling Estafaa 
Next Antique Consignment 
Auction September 23 
CALL 1-80&-770-4560 


MECHANICAL WELDER 
Body repair, fix frames 
on cars & trucks. 
15% discount on 
all parts. IS yrs. exp. 
Call 73fr-8928 


CERTIRED STEEL 
BUILDINGS 

Metal Buildings & Roofs 

♦ Garage ♦.Workshop 

♦ (Carport ♦ RV Storage 

.♦ Machine Shop 
♦ Horse Bams ♦ Loafing Sheds 
COMPLETE INSTALLATION 
Custom Oesign/Low Prices 
100% Rnandng/35 Yrs. Exp. 
736-6S4& 

Call Anytime 


A-1 DRYWALLt 

Expert hanging, taping.& 
texturing. Since 1978. 
Jobs large or small 
Greg Loselng, owner 
733-3S79 

Dean's Excavating, Inc. 

We do asphalt 
driveways. Parking lots, 
Asphalt patchlno, 
grading & topsoil. 
734-4228 or ^1-4228 


Beneflel's Home Care 
DrywaO • Palming • Corpontiy 
All home repairs 
inside & out 10 yrs exp. 
FREE ESTIMATES 
Call Bruce 
733-7543 


Old World Flooring 
ArtJatry 

Hardwood Installation 
Rnishing & Reflnlshing 
Painting Onside & out) 

Pete Button 
734-5972 


DELIVERED 
Sand & gravel topsoil 
for 'driveways, 
parking lots, etc. 
Gravel SaiBB 
NORTHWEST 
COMPANY, INC. 
733-1234 


BILL'S HANDYMAN 

No job too small 
Light construction, 
Remodeling, Pointing 
Also Roofing 
423-4296 Of 420-7079 

Home Repairs 
or AllXInds 
CAL.L 

Dale Roblnaon 
73A-Z939 

j^OUTHERN IDAHO 
BUILDING A REPAIR 

Painting, Roofing, Siding. Dtds, 
Fertcto & Rariod^ d Al Types. 
736-1716 

' 324-S432 & 326-5332 

Ward'0 Homo 
Construction 

Room additions, remodoEng, 
electrical, plumbing. Nojoo 
loo large or too small. 20 yrs 
exper. Free estimales. 
Call Ward 
734-6294 


Irxflvkfuany. CoU 837-900a JJ^^’nhrSso'i^^ DACHSHUND AKC mole 

1 weignr.»zau . /oe-iood; clal gonorotor. Sharp puppy, block & tan, $135. 

SATELLITE DISH In good yi,g now Ulostylor tread- “sh register, oxcoilont call 438-8093.' 
condition. All oquipmont min too ESP $500 Coil condition. Browning bow — 

Indudod. $500,734-3645 734'.73A6 w/orrows. Coll 733-2670 Dingo pupo for si 

- — ■ . 1-300 I - - c^-^jtaoa KA’i. 


622-6103 speed, fike new, $400. Bundy Alto Sox. $300. Cell 537-6739. 

IBM XT Compulor com- FREE mother cat & now- 

ploto w/color monitor & VitaMoster novor boon oai on snoto on itis camera klttona, Call 326-5886. 

printer. Upgrados& used full weight machino. ' equipment yeuYo always Tr ',-r- . . , 

repairs. $175. 736-1590 j^oo or best offor. After wanted. Reod datsiflod. FREE to good homo, lotjg 

— 8om 733-2236 Con 733-0931 press 2. haired, light gray female 


TWIN FALLS 
PLAN ROOM 

Jobs to bid for Generols, 
Sub-contractors - 
& Suppliers. 
Blueprint copies 
734-PLAN (7526) 


ALAN'S General Carpentry 
Remodels • New 
construction • Specialty 
decks, -patios; patiocovers, 
carports, sheds. Small , 
jobs & repairs. 
734-3244 


A WORK OF ART 

Handyman Services 
Home repairs: Qectrical,' 
plumbing, light carpentry, 

painting: FREE 

ESTIMATES 733-0966 - 


Fencing, Decks, Lawn, 
Sprinklers, General 
Handyman Services. 
Insured • Free Estimates 
KEN'S HANDYMAN SERVICE 
326-5636 or 326-5045 


McGinnis Enterprises 

Welding & Concrete 

— Fabrication Iflefiair 

24 Hour Portable Service 
Free Estimates. 733-0033 

MR. GREEN 

The Yard Care Serviceman 
Mow-TrinvRototfli-Repair 
Sprinklers-Landscape 
73<L^ or 4200101 
FREE ESTIMATES 


A-1 HOME PAINTING 
&RESTORAVON 
Also wallpapering. 20 yrs. 
experience. FREE ECT. 
Reasonable rates. Quality 
work. Refs. 324-6617 

Claude’s Pro Painting 

Lowest bid In town. 
Highest quality. Exterior 
brush, roll, or spray. Also 
oiling roofs, all work. 
Guaranteed. Local refs. 

FREE EstimatesI 
throughout Magic Valleyl 
CALL 733-2735 

Jim Waggoner Painting 
Residential, commercial, 
brush and rollenwork, 
pressure washing. Free 
estimates. Call 543-4271. 

NORTHWEST COLORS 

Interior/oxterior, local 
: references. Brush, roll, 

I spray. Free esUmatosI 
I 324-8598 or 734-3623 


FREEOlUNQ ROOFS 
You buy thb linseed oil 
for $10 per gal. & we 
• apply it for FREE 
EUROPEAN PAINTING 
CAU 733-2774 


PROFESSIONAL 

-ROOFWO&COATINQS- 

733-7221 or 325^857 
Commercial, Industrial, 
residential. Buildup roofs,. 
Looks ropaired in 24 hrs. 


janrssHAflPsmGSEmcE 

Complete sharpening 
carbida& steel saws. 


TONY’S LANDSCAPING i 
& HOME REPAIR I 
R. R. HARDWOOD FLOORS trimming, new P 


FREE to good homos, 10 
pupplos. Lob X 543-6800 
or BOO ot Buhl Auto Body 
FREE, rogieterod orange 
' . tabby femole Manx, tx- 
tromely shy, noode quiot 
homo.423-4107or 
423-4169 

FREE; Found 5 pupplos, 
approx. 4 to 6 mos. old. 
Plottsecall 324-4511. 
FREE: Need a homo. Chow 
Rotriovor mix, & Beagle 

- Mix. Ceil 324-6742. 

Free 7 mortth old male . 
Cheeapoako X. Days 
829-5797/ evea 629-5201 , 
German Short Hair Point- 
ers AKC. Excel, huntors. 

2 males, 12 wks. $300oa 
Call 736-8807 offor 6pm 

LAB AKC chocolate, dew 
claw, first ahots. Great 
hunting stock. Call 734- 
8526 or 734-6818 

LAB AKC reglsterod cham- 
pionship blood line, dew 
claws removed & first 
shots given. Can 536-6635 

. LAB,JU<Crag.jchocolaloJL_ 
black, dew dawed & 1st 
shots, champion blood- 
lines. $300, 423-6478 • 


COUNTRY CLEANERS 
We dean here, we dean 
there, we dean everywhere. 
' ‘ Residential, detailing, 
offices' Reasonable rates, 
refs, avail. 734-6720 > 


Treat'# Concrete Const 
Concrete work of oil types. 
Foundations & excavation 
for manufactured homes. 

FREE ESTIMATES 
■ 423-4524 or 733-3923 


Save mouses on your 
construction cost with ' 
Construction 
Management 
We are a fun tine 
constructkxi company. 
324-2428 

.1-800-484-9656-0981 


OLD & NEW FLOORS 
Sanded & Raflnished 

Glltsa Rnish (no wax) 
Free estimates - we go out of town 
Bob Peterson 208-733-6066 


SAWTOOTH 
SHEET METAL 

Heatlng/AC Refrigeration 
Commercial and Residentla! 
1 0% discount for services 
for furnaces 
(208)733-6546 


PERSONAL CARE 
HOSPICECARE- 

- HOME CARE 

MedIcare/MedIcaid 
Certifiadl/Bonded 
73^0600 Twin Falls 
436^6566 Mlnl-Cassia 
MAGIC VALLEY 
STAFFING SERVICE 
SERVICE INC. 


lawn sprinklers. .15_yr. 
exper. We do what you 
cant! Free est. 734-3322 


Custom Rototllling 
. 5’ tiller, 48' wbed roto 
cutter. PTO-driven 
post hole auger. 
Murray 734-6030 


UR. PESTYPestTermlnttor 

UmiS: Liquid Fertilizers, 
insecticides, weed control 
TREES & SHRUBS: 

' insecticides, fungicides 
678-302T: 431-2520 (mbbilo] 


Wood River Valley 
or wherever 
FREE ESTIMATES 
736-3518 

DALE'S TREE UMB 
CHIPPING 

For mulch or disposal. 
Free Estimates 
(208) 734-2742 
(208) 733-3123 

TREE STUMP 
GRINDING & REMOVAL 

Free Estimates' 
733-1554 


BETTER HOMES 

Seamless elding, vinyl skfing, 
steel roofing, conttfuous 
rain gutter, windows, 
intertor&extertordoor. 
423-6510 


R & H Construction 
Remodels & Repairs 
Decks'# Siding - Doors 
Windows. Tile Setting 
-Fainting AGaipetCtaanng 
4235864 or 733-9331 anytime 


MAGIC VALLEY 
IDAHO HOME MEDICAL SUPPLY 

HE^THMD ANDOXYQEN 

HOSPICE MEDICARE/MEDICAID/ 
73L40S1 TMn Falls INSURANCE 

436-5855 MlnPCasaia 734-0600 Twin paHa 

Certlfled/LJeensed/Bonded 436-6666 Mlni-Caesla 

— Home-Health. Leadofs pEwLECAfUNG— i 

Home Grown in Idaho 'roRPEOPS 


INNOVATIVE TUTORING 
FallSmlonKS 
Individual ♦ Phonic s 
Reading ♦ Writing ♦ Math 
CaOBecky® 
734-7832 

MTHERHAVEAN-A” 
WE CAN HELP 
**GuarsiTfeed Tutoring- 
. English Qrammar/Wrtting 


' ELECTROLUX 
Vacuum deanera, 
•hampooert, central vacs, ’ 
aalaa, aankea and rapalra. 
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Miscellaneous-Recreational 




III— iMaSI 


HONDA 90, or Ilko modal 4 
atroke a muat. Rooaon« 
obly-prtcod. Call 538-5866, 
ovoe-IOpn] 


bom wood wantad. Call 
643-5696 ask for Louron, 
orOovo. ' 

LIVE THEES WANTED 
up to 30'. Spruco & all typoa 
Call 208-786-2676. 


87 XR 600, clean bika, 
new tires. Si 800 firm. 
S36-S836 after 6pm 


Shell for small pickup. 61s 
T bod, oxc. .condition, i 


ANDERSON RV 
AFTER FAIR SPECIALSI 
Idaho's Most .Complete RV 
Seivlco (uid Solos Center. 
Motor Homos. Travel 
Trailers, 5th Wheels. 


1974 Harley Davidson, roll-' 
Ing frame, now point, 
51500. 0011733-8593. 
1976 650 Yamoho modol 


all types. Call 734-5270. 


'WANTED Atlachmanttffor 
a John Deere, 214 riding 
mower/iractor. Such as: 
front plow, roar blade, 
ditches etc. 736-7080 


WANTED - Need good 
11. 2x34 tractor lire. 
324-3940 

WANTED Pocket wolchea, 
men's a woman's. Ralli 
read a gold ease;. 
734-8486. . 


WANTED TO,BUV:Afull 


1 979 Honda 90, 1 986 Hon- 

da Qyra, 5350 each. Coll 
543-6866, 

1980 Honda CT 110 trail 

bike. Now tiros and 
battery. Exo. condition. 
5750. 734-9393 

2 Honda 110's, 3 wheeler, 

1 model 90 Honda 3 
wheeler. Call 738-3909. 
GT60 Vamaha, runs groat, I i 
5450, Call 734-0840 ' 
Leave mossogo 




370 Rommlnglon Wing 
Master, 5375. 243 Win- 
chester, custom made, 
5400, Call 34-4375. 

45 caliber muz2lo loader. 
AccesBorloo Indudod. 

5150. 734-3645 

BARTON’S 
JEWELRY AND 
DIAMONDS. 

We moke fine men's and 
ladles Elk Ivory Jovrelry. 
Lot us create a groat 
reminder of your hunti 
Your Lynwood Jowolor 
• ' Since 1961 
646 Blue Lakes Blvd. N. 
Twin Falls 
733-3tta 

BROWNING ever/undor, 
CItorl Lightning, 5860. 
Browning Stnlkor, 3 1/2*. 
5500, 324-6605 


199633' Holiday Rambler 
Vacationer Motor Homo. 
Ineulotod Windows, Dual 
. AC.. HoovyDutyGen. 
Save $8,0001 

1 996 2T Gulf Stream Suiv 
•port Gen.; AC., Awning. 
Special Purchase 
, 539,995. 

/. I ****** 


5thWh(Ml.l.oadod. 
.Was 515.758. 

' Spi^ctal Sale Price $10,800 

ANDERSON RV 
imerstaie84Sxftie2 
Eden, Idaho 
825-5338 or 733-6756 


'61 Nomad camper, aolf- 
cont, sieepe 8. 655-4232 

‘95 Starcraft tent trailer, ox- 
cellonl condlllon. SAVE. 
734-6561 

IS' Travel trailer sloope 4, 
now floor & now paint on 
outeklo. $900, 734-4456. 

1 970 Open Road 26' camp 
trallor, $3100 or offer. 
324-3069. 


1991 26' Terry Resort SIh 
wheel, rear kitchon, load- 
ed w/oll the goodies, used 
very linio. Cell 543-4237, 

1994 30’ SIERRA w/stablll- 
xor hitch. Ilko now. 
$16,500.9344976 
^985 Kit Cordova, 33' 6lh 
whoel. 2 slldo oule.Call 
324-4100 


LOW PAYMENTS ON QUALITY USED CARS!| 

NO MONEY DOWN OAC! 



1984 PONTIAC PHOENIX 

O'.’l'ii (.ii'.m, Alt f_i .fuiitionitit), 

. li/wMil.;', Ii t.ally Owned 

Was $2995 

Now * 1995/®98“ nu. 

) 3 99 ' ,,, monliiv 



1 990 MERCURY SABLE GS 

ll!> lOOlJ loridr-f), Alt, Ctiri'.e, Coi'jUMc, 
I'jffjlly Owni'r), Nictjl 

Was S6995 

Now®4995/»148”mo 

1 1 99'',., A? moiillis 



1987 NISSAN 3O0Z 

»'| t lriij<'!..f|, 1 lopv 

Alt, (Itut:,t.-, Ctliil.’iii.' 

Was $6995 

Now *499S/M70'"mo 

1 V 99‘\,, 36 monllti 



1990 FORD RANGER 4X4 EXTRA CAB 

Ki^-'li, lc,odod, XI.T Pkc) , 

('.anil. Ill Shell 

Was $9995 

Now»8995/»243"n,o 

1 y OW 48 inonlli;, 



1990 PLY. SUNDANCE 4 DR. 

«5139A, 57,000 Milos, Air, 
Super CloanI 

Was $5995 

Now *4995/* 148" mo. 

1 1 .99?o, 42 months 



1 985 CHEVY ASTRO VAN 

#5 0036, V.6, Air, 

Aulo., Clean. 

Was $7995 

Now»S99S/»161‘ 

1 3.99%, 30 monihs 



1991 SUBARU LOYALE 4X4 WON. 

#5175B, loaded, Air. Cruise, CcssoMo, 
Power Windows A Locks, locolly Owned. 

Was $10,495 

Now *8995/^239" mo. 

1 1 ,99%, 48 monihs 



1992 HONDA PRELUDE 

«5 1 94A. loaded, Sunroof, Air, CD Player, 
Excolloni Conditionl 

Was $14,995 

Now * 13,495,^*295” mo. 

10.99%, 60 monihs 


Canyon Motors 


1 893 Tracker Pontoon boat 
.30’, 1 1 5 hp outboard, full 
encioaure, two axle trail- 
.1888/1961, under 60,000 I or, sink, Icebox, porta- 
mllea.-Ca<l-734-6626 -potty.-$16iOOO.OO.^Call- 
leave maasagat , 208-837:9006 .. 



generator for welder. 

■ Complaia factory AC for- 
1987-72 Ford PU. Coll ' 


TrIhutI 14' Muska canvaa 
' canape, 39 hp Evinrude A 
3 hp Johnson auxiliary, 
trolfa baautlfully, $2500. 
Also. Weatinghousa mo- 
*tor; 2'hp;’iio-220 volt; 

: 3470 rpm, 535. 934-5462 
*93SL750 Polaris watorc- 
■ raft. Good condition. Will 
sacrifice for 52700.. 
438-9424. 


CAMPERS/SHELLS 


794 Falls Avenue'* Twin Falls • 734-8860 



[ 1 995 MAZDA B2 300 ITCKUPX MAZDA B2i00 SE EXT. CAB ^ 1995 MAZDA B2300 4x4 ] 




• RcorStcpBtrmpCT* R^ABS Brakes 
• PoMch^ Side Mfirer 

>‘W %977 


Uio:: MA7nA IV I KVT PAU 


tr Condi’t&i^ • Slidtrij Rear Wmilcw'* AMIFM Cassette 
Whixlt • Fuu Site Spm * 5 Sfieed •Reorj^'-LodBmJta 





• AM/FM Cosjene • Sfii/i-on-t/ie-Fly -f \V-7icvf Driie 
• SMng Rear IVirufou' • 5 S/wed • Af/o> U'-'ficcli 



USED VEHICLES - RIPE FOR THE HARVEST 


• AM/FM Casseae • Shift-on»the*FIy 4 WWjiei Drive 
• Sliding Rear Wtndou' • 5 Speed •''V6' 

^«^w 515,977 


1995 MAZDA MPV 4x2 or 4.x 4j 



,• Pouter y/fndoutj • Power 1 ,ocks • Auiomndc • V6 
j» Cruise Control • Tiic Steering • Seau 7 Passengen 


SAVE 


^,000 


89 CHEVY S-IO PICKUP *3977 

83 CHEVY C-1500 4X4 S 3977 . 

83 roRD RAHGER 4X4 $3977 

85 CHEVY S-10 BLAZER $/l?77 

87 FORD BRONCO II $d077 

88CHEWC-1500 PICKUP $497/ 

86 FORD BRONCO. SCO 77 

^GMC SONOMA PICKUP $5977 
M DODGE DAKOTA PICKUP $5977 
88T0Y01A4X4VAN $5977 


94 FORD RANGER PICKUP 

#12223 

93HISSAN PICKUP 

#1223! 


9j^MAZDA 82200 PICKUP $^977 
_ 88 .FORD RANGER 4X4 . $797/ 

94 FORD RANGER PICKUP $337/ 

II 58477 

92 WRD F-1 50 PICKUP^ $9977 
mHEVYC-250ILpiaUP $10477 
91 MAZDA MPV $11977 
CHm C-3500 4X4 “"t - $ 12477 
^SAN 4X4 PICKUP $ 1 3477 
9H0RD EXPLORER $14977 


Aclir.il viiliiclr IIU'/ v.it^ nlilililly 
Itniii (iirtiitt: stuiwK 
I'liui diJi'^ I'll) iiicliHit; I.<i lille 

tit SM i>n (liMlct oni: li:>: 


''ll’liai tUis '7\lgiin' 


Chris .Jordan IVIazda 

*^1534 Blue Lakes Blvd. N. • Twin Falls • 733-2954 
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b Transportation-Transportation 




CHEVELLE 70 parts, now 
from fondors & quortoro, 
SS hood, SS whools, oth> 
or misc (toms. 734>2704 

JAPANESE ENQINE & 
TRANS.' 4X4 spoclols. 
l-eOO-365-3742 
Rocoh/or Hitch for Chryslor 
Plymouth mini van. Llko 
now. Buhl 543-9241 


^HEVY 1976, C-B5. 10 
whool truck, 20' dump 
bod. Call S25-563.S 


CHEVROLET 79 V. Ton, 
350 with utility bod, noods 
transmission. S1 100. Coll 
324^249 Of 324-7239 
CHEVY 78 1TCREWCAB 
4x4 Low mlloa. Excol. 
condition. 733-2597 


DATSUN. I960, fair cond. 
runs good. $1200/offor. 
Call 733-5547 oftof 5:00. 
DODGE, Advonturor, 
1972, with sholl, S900. 
Call 326-3619. 


FORD '86 Ranger STX, 
luol Injoctod V6, AT, load- 
ed, matching sholl, S5000 
or bost offer. 736-4562 

FORD '94 Xcab XLT Turbo' 
Diosol, 2WOrAT,>^,.UIL. 
C/C. PW. POL cassl^lard 
to find. #P38B. 

S24.995 

Mtn Homo Ford 
(BOO) 743-3326 

FORD 1966. 1 ton w/flatb- 
od. Engine has boon 
roplecod. 438-6092 


FORD. FIDO, 1970.W/1876 
351 engine, camper ovor- 
shotw/solar panel. $1900. 
Coll 423-5821 afler7p.m. 


FORD '94 Xcdb Power 
' Stroke Turbo Dloeel, 6- 
spd, AC, tilt, C/C, PW, 
PDL. case, one owner, 
extrosl irP406. 

$27,695 
Mtn Homo Ford 
(800)743-3326 

Call Clnaalflurt. 733-0626. 




n 


QMC ‘78 Step Van 14’ 
bench, coblnete, light, 
shore power, good condi- 
tion, $3500.733-0797 


cylinddr & 6 epeed trano- 
mlssion. Perfect condition. 
$7700. Call 736-7237 Or 
736-1401. 

FORD, XLT, Larlal, 1969, 
AC, lilt, cruise, matching 


MAZAOA *84 B-2000, good 
cond. AC. AM^HM ease- 
pte. $2400. 324-3734 
UAa>A 1691 a 2200 PU. 
ext cab. exc. cortd., new ' 
tlroa,$eS00/offer. 
423-4410 

MSSAN'MLow-flde. ^ 
roof, etereo caesette, 
4cyl. auto. New tires, 
chrome wheels. STKmle 
S6300/Ofier 736-8628 


Chevy 300 engine, $400; 
Ford 200 engine, $300; 
Ford 351, $390. Hwy 30 
Auto Psits. 734-7090 

Complete engine, 400 HP- 
-'Caterplllar;34088r 
approx. 200 K on factory 
rebuilt wllh jokes, eltsme- 
tor, & starter. MIsc. 359 
Petarbllt ports. 543-6126 


CHEVROLET '68 crewcab, 
1 ton 4x4, recent 454 en- 
gine. S8BOO. Cell 324- 
4249 or 324-7^9 

CHEVROLET, Stspolde, 
1979, Mton. 130K miles, 
350. AT. $2250. 733«178. 


CHEVY '93 1/2 tori 4x4, 
V-6, 6 S|^, AC. cose.. 8^ 
bed w/bodilner, under fao- 
tory warranty. 34K ml, 
$13.000. Cell 3^7605. ‘ 
CHEVY '95 ext cab. emor- 
- lid green, loaded, lots'or 
chrome, hitch, low ml.. ' 
$23,750. 206=532-4664 

CHEVY 1985 610 extend- 
' ed csb, 2.8 englne.'morv 
: ual 5 spd w/ovardrlva,' 
w/lnsulated camper ahell. 
$3800. Call 934-4613. 


OODOE'M 3/4T.4)t4'. 
auto, AC, Inter, wipers & 
radio. 10 ply Urea. 48K 
mis. $6000. 543-4028 

DODGE ‘88 Dakota LE. 
MU8T8ELU1 4X4, AT. 

~ good cond, $6900 or besl ; 
offw.Call 738-4814. 

FORD '86. Ranger 4x4. 
many, many extras, runs 
greati must selll Call 
' Stave 423-8822 bast offar 

FORD '90 Oieeem Ton 
XLT. 4x4. 5-spd, AC. Un. 
C/C, case. Sharp TruckI 
IH8X26074A.- • 

$14>95 
Mtn Home Ford 
' (800)743-3320 


FORD *90 F-280XLT _ 

6 spd, 480, camper shell, 
new paint. 85l^la. Call 
733-3122 or 736-8812 

FORD *91 y* Ton XLT 4x^ 
6-spd, V8. AC. UIL C/C. 
csss. Nice TruckI 4P335. 

$13,965 
Mtn Home Ford 
(800)743-3328 ' 

FORD “OS FI 50. Short box. 
ext cab. V8, AC, crulea, 
sliding window, limited 
ellp, alum wheels, custom 
topper. 643-9330 days, 
5 43<a2Seves. ' 

FORD '94 % Ton XLT 4x4, 
6-spd. V8; AC. tilt, C/C, 
P8, P8. PW, case, only 
6K mil i»P356. 

$20,995 
Mtn Home Ford 
(800)743-3328 • 
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1020 
AUTOS FOR SALE 


FORD'82 Escort. 4 opd, 
lowmilos. Qoodcond, 
5450/otfof. 326-4145' 


FORD, LTD. 1977, 4 dr. 
AT, AC, 1 owner, llko 
now. $700. Coll 736-7129. 


GEO '91 Tracker Soft-top. • 
5-opd, Best Buy, low pay- ' 
menu ffSPSeOOSB 
Se.99S 

Mtn Horne Ford 
(800)743-3326 


I GUARANTEED 
ADS 


The Times News 
guarantees to sell { 
-merchandise, ' 
automotive In 7 


days and real 
ate In 1 


1 1S days i 
or rerun the ad an I 
additional 7 days I 
at no additional 
charge to the 
. customer. Ads 
may be cancelled I 
earfyfor customer/ 
convenience but I 
the charge will I 
remain the same. | 


HONDA '93 Accord. 
4door, 5spd. $13,250 
Call 734-8416 


HONDA as Accord EX, 2 
dr, loadod, CD, Unt, 5 spd, 
S2K, $14,000, 688-2982 


ISUZU. Trooper, 1994. 


oxcol. ebnd. Includes 
hllch, tinted windows, low 
mileage, $16,000. Cell 
733-1076 asktofShawna 


JEEP Commancho.PU, 
1991. while. Place your 
bid this Saturday. 
AUCTION EXCHANGE ^ 
324-1483 


LEXUS ‘92 300SL. RED 
MY LOSS YOUR GAIN 
,43k, oxcel cond. steel 
wheels; phone; extended 
- warranty. Under blue 
book; Sacrtflee $23jK)0, 
208/726-6494 after 7pm 


LINCOLN Continental, 
1988, looks a runs' good, 
under 70K. Asking $7500. 
Call after 6 @436-5666. 


MERCURY ‘93 Topaz se- 
dan, AT. AC, tilt, C/C. 
-‘‘'PW, POL. Casa, Nice earl 
Onl^K mil $170.62/me. 
60 mo. 10% A'PR, $488 
down. «4PR008A . 

S7,99S 

Mtn Home Ford 
(800)743-3326 


MERCURY Capri '63, 308, < 
AC, PS. bra, good tiros, 
runs great, good cond- 
ition. $2600. Call 934- 
8425,daya; 639-4061. 
eves. 


MERCURY Grand Marquis . 
LS ‘94., 4 door. Every op- 


' , .i4lon, ra^t condition. 

$17,900. 734-5488 


MERCURY Grand MaT-" ' 
- quls, ‘85,-$2000 or best- - 
offer. 324-3771 ' 


MERCURY SABLE . 1989, 
exe. cond., 733-3784 or 
410CrosMewOr. 


MERCURY Sable. ‘89, win 
sell for $6000. Good 
■ ». Call 733-7172. 


OLDS '1990 Cutlass Cal- 
’ Dls, International sorlos, 
quad IV high performance 
ongino, loathor Interior, 
oxcol cond, fully loaded. 
Toko ovor payments. Call 
934-8817or 934-4358. 


PACE Arrow 24‘ self o. 
tolnod motor homo. One 
of a kind, like new cond. 
Inside & out. Place your 
bid this Saturday. : 
ACUnON EXCHANOI 
. 324-1483 ‘ 


PLYMOUTH 1980 Chomp, 

69K, oxc^cond., now 

tires', 4 spd., $1950'.' 
734-7468 


PONTIAC '80 Bonneville 
Loodedll $5400. Coll oftor 
4:30pm 324-5695 


PONTIAC. Rroblrd, 1094, 
V8, T-lop, PS. PW, AC, 
tinted glass. 16,000 miles. 
AM^ cassette, $20,500. 
Coll 784-3626. 


VOLKSWAGEN, Fox, 
. 1989, 2 dr. 4 spd. low 
miles, rune excellent 
$330(Vofror.Call 536-6405. 


VW'TSBUQ $1200 
VW 71 Bus Pop-top w/new 
clutch $900, 7i»-6463 


Out with the old and in with the new! The 9B's have got to go! 
Save thousands of dollars now while selection is nest! 




If ■ 






1995 FORD WINDSTAR 

'$■ 

SAVE 


3,000 


On All Re mainin 


1995 FORD AEROSTAR 

*15,997 


NOW 

JUST 


~Wiii(|lstars in( 


After Rebates 


1995 FORD lAURIfS iX l 

»ari^4,000 


Choose from several models. 
One's equipped fdr YOU! 


StO(k7sZA07a85,ZA5l035 


• XLT Podcags • V-6 Engiiw • AulomoticTronsnthsion • pearceat Pdnt 
'• Air 0>n£tioning • Crube Cmtrol • Tilt Siaethg 


ymbnd Discounts and 

birailisirowb^ 

: Yobr ChoNr of Wagoii or Sodan Foliy ' 
fqulppod with all your Fdvbrito Options 

• stodt f.i G2«8MI, 6252HVG2Wn, 6288254, CH376S, G29783I 







■PI 




1 995 FORD 


RANGER 4x4 SUPERCAB 

N0W$|O 007 
JUST 1 0^00# 


NOW 

JUST 


1995 FORD 
RANGER SPORT 

$ 


19^ FORD „ 
CROI^ VICTORIA 


After Rebates 

SI«lrsPA715l5, PB04I28, PBIMI78, P8MJ70 
• V-6 • S-Swed Momiol Trans. • XIT Trim • AM/FH Cassetit • Sliding Reor 
Window • Crui{$'« Tilt * Air Cond. 9 90/40 Split Ooth Bondi • Chramo Reor 
Step Suinpor • Aluminum Wheeb 


1 0,887 1^*1 8|988 

■ ■ Rail «9K735 " 


After Rebates 

Stock rPAOSOAt, PA6I506, P804654, TA62D4B, TA6206S. TA63027 
• AM/FM Conette • 60/^0 Sp^ Bsndi* Owl AlKSe^n Tim • Todiomef er 
• Deep Ooh Aluminum Whseb • Rtar Step Bumper • Intermittent Wipers 


Reg. $21,735 

Luxury nf its BEST and ; 

ke yctii'd expect!.. 

'Siod(«XimSlXII7787;.i .'vt 


For the BEST Used Car Sele<tion...Come See Us! 


TRUCKS - TRUCKS • TRUCKS 





195 Ford 
Thunderbird tx 
irow $ ' 

ONLY 


18,488 



Air Conditioning, Cruise Dxitrol, Power Locks and 
, Windows, Low Miles ondLocoIfy Owned 



199S Jeep 
Cherokee 


3£?’15,8a8 


mi Ford 
Aerosfdr 

M 2,588 

Slod(#BD3772^A, 

Air Conditioning, Guise Control, Power Locks and 
Windows, XLT Pockoge and Morel 








NOW 

ONLY 


Grand Voyager 
$* 


| v92 roBD.FAiW 


:«899&| 


:94FORDFdBO 




NOW 

ONLY 


[ 91jyro.l^^ .4X4 


l;94FORP,PiBO’ 


>11995^ 
«1249S 


Air Conditioning, Cruise Control, Power Locks and 
Windows, Tilt Wheel 


CANS * CARS • CARS 



Less than 800 Miles 
like Brand Newl 



NOW 

ONLY 


1992 Ford 
Explorer XLT 

*15,588 



I^F 


1 89 BUICK LCSAIBRE 


I94KIA 


1991 Ford 
Explorer 


sigp^, 


K*B99S 


I m OLDSMOBIU 88 


*ll,995i 


_PNIY_ 


iPASSA T waN; 




feilOiSils? 


Locol Trade with Low Miles, Equipped with the most 
popular option pockoge 


iUr Cpnifitioning, Guise Gntrol, Tilt Wheel. 
XLT Package ond Morel j 




1991 Chevrolet 
Suburban 

*17,688 



NOW 

ONLY- 


1993 Poatiac 
— Transport 

NOW $ 
l-ONLY- 







*688 


1990 Ford 
F-250 


I p eA DlUatW DtVILU E 








v^S98 

:*777 

*788 

* 888 ‘ 


1^1 


DODGE *77 .Very tow 
miles, oxc cond, must 
. eelll.$500P,.73l=W)0 


- HONDA-PRBLUDE ‘eera-l 
■pd, AM/FM caeaetto. 
Sunroof. 143Kml, good 
. cond. $ 2600 /offer. 
'733-5766. , 


. Silverado Pockoge, 

-Low Miles ondLocoSywnedh 


Air Gnditioning, Guise Gntiiol, Power Lodes and 


460y-6^[n^Aul(mm^^ . 

'~tiecwyDuty3/4 Ton ~ ' ' 



|82JCHRt4 




YORKER 


*X88S 

*3:89£ 


1 


1099 
AUTO DEALERS 


HURRY IN TODAY WHILE SELECTION IS BEST! 

IF YOU DON’T COME SEE US...WE CAN’T SAVE YOU ANY MONEY! 


FAX' 

YOUR 


AD 

TIMeS CLASSIFIED 
D6PAHTME^f^ 

- 208^34^5598-^- 



YMOIND 


124,-> i!LUE LAKES iJL'vD. N. - TWIN FALLS, ID !i.> {0 I 


H-soee-^Tsrs-HTysv 

8—9 - Saiiil:. 9-6 

Prices go ^^^r ^ ^loMtion, too! 

Some cc|uipmcnt shown may be optional. 


■f' 









